DOCUMENT RESUME 



ED 450 070 



SP 039 552 



TITLE 

INSTITUTION 
PUB DATE 
NOTE 

AVAILABLE FROM 

PUB TYPE 
EDRS PRICE 
DESCRIPTORS 



IDENTIFIERS 



Massachusetts Public Fire and Safety Education Curriculum 
Planning Guidebook. Second Version. 

Massachusetts Department of Fire Services, Stow. 

1999-09-00 
2 7 lp . 

Department of Fire Services, P.O. Box 1025, Stow, MA 01775; 
Tel: 978-567-3381; Fax: 978-567-3199. 

Guides - Non-Classroom (055) 

MF01/PC11 Plus Postage. 

Community Education; Curriculum Development; Elementary 
Secondary Education; *Fire Protection; Program Development; 
Program Evaluation; ^Safety Education 
*Fire Safety Education; Massachusetts 



ABSTRACT 



This updated curriculum planning guidebook is a resource for 
fire educators throughout the state of Massachusetts. It is designed to be a 
tool in efforts to: identify fire problems in the community; select 
appropriate behaviors and lessons to correct the fire problems; design fire 
education programs; and implement and evaluate the programs. The 
identification section provides information for identifying behaviors that 
need to be addressed in the community. The selection section describes how to 
conduct an inventory of the community’s available resources to meet fire 
education needs. The design section is broken down into the categories of 
behaviors and resource lists, and it is divided by grades (preschool through 
grade 6) . The implementation section explains how to produce and distribute 
materials, train and schedule fire educators, and obtain audience 
participation and cooperation. The evaluation section explains how to measure 
the impact of the fire education program. Three appendixes present: resources 
(a safety category index, behavior reference number index, and reference 
cards); a glossary; and information on lesson plans and lesson planning. (SM) 



Reproductions supplied by EDRS are the best that can be made 
from the original document. 
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WHAT'S NEW 
IN 

VERSION TWO 



SEPTEMBER 1999 



THE CURRICULUM COMMITTEE WANTS YOU TO KNOW THAT WE LISTENED TO YOUR 
COMMENTS AND RESPONDED TO THEM. 

LISTED BELOW ARE SOME OF THE CHANGES WE HAVE MADE TO MAKE THIS GUIDEBOOK 
MORE USER FRIENDLY AND CONTEMPORARY: 

• WE MADE THE TOBACCO BEHAVIORS ESSENTIAL RATHER THAN SUPPLEMENTAL 

• WE ADDED BEHAVIORS LIKE CANDLE SAFETY FOR STH & 6TH GRADES. 

• WE REARRANGED THE WINTER SPORTS AND ICE AND WATER BEHAVIORS TO 
MAKE BETTER TEACHING SENSE. 

• WE REVIEWED MOST OF THE BEHAVIORS TO CORRECT MINOR SPELLING AND TO 
ENSURE CONTINUITY AS YOU FOLLOW A BEHAVIOR THROUGH THE TARGET 
GROUPS. 

• WE HAVE THE PAGES NUMBERED FROM THE START OF THE GUIDEBOOK 
RATHER THEN BY SECTION AND UPDATED THE TABLE OF CONTENTS. 

• THERE HAVE B EEN MANY ADDITIONS TO THE REFERENCE SECTION WHICH ARE 
CATEGORIZED BY TARGET GROUP. 



s EXPLANATION ABOUT EDUCATION REFORM AND ITS RELATIONSHIP i mo 



GUIDEBOOK HAS BEEN ADDED. 



THE SUBCOMMITTEE HOPES THAT YOU TAKE TIME TO REVIEW THIS GUIDEBOOK 
US IT IN CONJUNCTION WITH YOUR EDUCATION EFFORTS AND REPORT BACK TO US ANY 
SUCCESSES OR FAILURES. 

CHAIRPERSON 
LT. ERIC HUBLER, CFI 
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THE MASSACHUSETTS PUBLIC FIRE'AND LIFE SAFETY 
EDUCATION TASK FORCE 

IS PROUD TO RE-INTRODUCE THIS GUIDEBOOK WITH IT’S 

SECOND VERSION. 

OUR FIRST VERSION WAS PRINTED SEPTEMBER 1997. 

AS WITH THE FIRST ADDITION, WE ARE SEEKING CONSTRUCTIVE 
CRITICISM FROM PUBLIC EDUCATORS FROM WITHIN AND 
OUTSIDE THE FIRE SERVICE. 




SECOND VERSION 



SEPTEMBER 1999 
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THE STATE FIRE MARSHAL 

CONVENED A TASK FORCE IN 1993 TO ADDRESS THE PUBLIC FIRE EDUCATION 
NEEDS OF THE COMMONWEALTH, IN RESPONSE TO THE EDUCATION REFORM 
ACT AND THE GROWING NEED TO BECOME CONSISTENT WITH SAFETY 

EDUCATION. 

THAT TASK FORCE ADOPTED" 

THIS MISSION STATEMENT: 



PUBLIC FIRE AND LIFE SAFETY EDUCATION TASK FORCE 
“To provide leadership and advocacy for fire and life safety 
education within the Commonwealth of Massachusetts.” 



THE TASK FORCE RECENTLY ADOPTED 
THIS LOGO FOR USE IN THIS GUIDEBOOK: 




THIS GUIDEBOOK WAS CREATED AS ONE OF THE GOALS 

OF THE TASK FORCE. 

THE CURRICULUM SUBCOMMITTEE 
ADOPTED THIS MISSION STATEMENT: 



“THE TASK FORCE CREATED THIS GUIDEBOOK AS A RESOURCE FOR 
FIRE EDUCATORS TO HELP ACCOMPLISH OUR GOAL OF RAISING 
A FIRE SAFE GENERATION OF CITIZENS IN MASSACHUSETTS” 
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DEDICATION 



AS CHAIRMAN OF THE CURRICULUM SUB COMMITTEE OF THE STATE FIRE 
MARSHAL'S TASK FORCE ON PUBLIC FIRE AND LIFE SAFETY EDUCATION 
I WOULD LUCE TO DEDICATE VERSION TWO OF THE GUIDEBOOK TO: 



MY NEW WIFE 
DEBBIE 

AND OUR C HILDREN, 

KATIE, JILLIAN, JILLIAN, MEAGHAN, CHRISTINE 8c ROBERT 



AND TO MY NEW BOSS, 

CHIEF HAROLD BRUNELLE 

FOR THEIR PATIENCE AND UNDERSTANDING 
AND ALLOWING ME THE TIME TO PUT THIS GUIDEBOOK TOGETHER 



A SPECIAL THANKS TO 



THE MEMBERS OF THE CURRICULUM SUB-COMMITTEE 
FOR DEDICATING THEIR VALUABLE TIME AND EXPERTISE , ESPECIALLY TO 

JENNIFER MIETH, 

PUBLIC EDUCATION MANAGER FOR THE DEPT. OF FIRE SERVICES 

FOR HER INSIGHT, DIRECTION AND LEADERSHIP 



AND TO 

HENRY F. MORLOCK 

FOR PRINTING THE NUMEROUS DRAFT COPIES OF THIS GUIDEBOOK 
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INTRODUCTION 



IT IS WITH GREAT PLEASURE THAT THE STATE FIRE MARSHAL'S TASK FORCE ON 
PUBLIC FIRE AND LIFE SAFETY EDUCATION CAN OFFER THIS CURRICULUM PLANNING 
GUIDEBOOK TO THE PEOPLE CONDUCTING FIRE EDUCATION THROUGHOUT THE 
COMMONWEALTH. WE BELIEVE THAT THIS GUIDEBOOK WILL BE A VALUABLE TOOL TO BE 
USED IN YOUR EFFORTS TO IDENTIFY THE FIRE PROBLEMS IN YOUR COMMUNITY, SELECT 
THE APPROPRIATE BEHAVIORS AND LESSONS TO CORRECT THE FIRE PROBLEMS, DESIGN THE 
PROGRAMS AND THEN IMPLEMENT AND EVALUATE TO ENSURE THAT YOU HAVE BEEN 
SUCCESSFUL IN YOUR EFFORTS. 

IN 1994, THE CURRICULUM SUB COMMITTEE SET OUT TO CREATE OR ADOPT A 
CURRICULUM FOR ELEMENTARY SCHOOL AGED CHILDREN IN AN EFFORT TO BE CONSISTENT 
WITH THE FIRE SAFETY MESSAGES BEING TAUGHT, AS A RESULT OF THE EDUCATION 
REFORM ACT WHICH CALLS FOR FIRE SAFETY EDUCATION IN THE CLASS ROOM. IT WAS 
DECIDED THAT WE FIRST SEE WHAT THE OTHER STATES IN THE COUNTRY HAD DONE FOR A 
CURRICULUM. 

OF THE STATES THAT REPORTED BACK ONLY EIGHT STATES HAD A CURRICULUM. 
MOST OF THOSE HAD ADOPTED THE LEARN NOT TO BURN PROGRAM ®. OTHERS HAD 
CREATED CURRICULA THAT TARGETED ONLY CERTAIN AGE GROUPS. WE ALSO NOTED DURING 
OUR REVIEW THAT SOME INFORMATION IN THE DIFFERENT CURRICULA HAD BECOME 
OUTDATED AFTER SHORT PERIODS OF TIME 

WE FELT THAT KEEPING OUR OWN CURRICULUM CURRENT WOULD BE VERY 
BURDENSOME FOR THIS ALL VOLUNTEER COMMITTEE. IN ADDITION, THE COST OF CONSTANT 
REPRINTINGS AND DISTRIBUTION WOULD BE EXTREMELY EXPENSIVE. 



TAKING ALL THIS INFORMATION TOGETHER THE COMMITTEE DETERMINED THAT WE 
COULD DEVELOP A GUIDE BOOK RATHER THAN A CURRICULUM THE GUIDE BOOK WOULD 
HAVE THE KEY BEHAVIORS ON ISSUES OF FIRE AND LIFE SAFETY THAT WE FEEL ARE 
IMPORTANT TO TEACH AND INCLUDE SPECIFIC TARGET GROUPS TO WHOM THE BEHAVIORS 



SHOULD BE TAUGHT. IN ADDITION, EACH BEHAVIOR HAS CERTAIN LESSONS THAT WE FEEL 
ARE IMPORTANT TO GET ACROSS. THEN IF THERE ARE EXISTING PROGRAMS AVAILABLE 
THAT RELATE TO THE TEACHING OF THE BEHAVIORS THEY WILL BE REFERENCED. ALTHOUGH 
ALL THE INFORMATION WE ARE GATHERING IS ON SEPARATE DATABASES, WE HAVE MADE 
THEM RELATIONAL AND THEY COME TOGETHER IN A RECIPE CARD FORMAT ALONG WITH A 
DEVELOPMENTAL INFORMATION DATABASE FOR EACH TARGET GROUP. 



WE HOPS THAT THIS GUIDEBOOK WILL BE A VALUABLE TOOL IN THE 
DEVELOPMENT OF YOUR FIRE AND LIFE SAFETY EDUCATION PROGRAMS. 

PAGE # 1 
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EDUCATION REFORM 



Education reform in Massachusetts in the 1990s is designed to assist schools by setting uniform, statewide 
standards on what should be taught by certain grade levels and methods of evaluating whether or not 
those standards have been met 

In order for fire educators to work with schools effectively, they need to understand what education reform 
is about how it impacts teachers and principals, and how to "sell" the fire educator's ability to work with 
them reach their goals and objectives. In order to do that in any meaningful way, the fire educator must 
first speak the language of schools and know what they are being asked to do. 

The Department of Education is directed by the Education Reform Act to develop a Common Core of 
Learning and subject matter curriculum frameworks that establish what students must learn and by what 
grade level The department is also required to establish tests to see if the students have learned what they 
need to at certain milestones. The evaluation instrument is known as the MCAS (Mass. Comprehensive 
Assessment System) Tests. 

In addition, there are regulations governing how many minutes of instruction in each core subject matter 
must take place. This time on task, or time and need, makes teachers and principals jealously guard each / 
minute of classroom instruction. 

MGL c 71 si requires the teaching of fire safety, bum safety, first aid and CPR as part of the comprehensive 
health curriculum. This is one area where fire educators can assist the schools in accomplishing their 
mission without taking time away from teaching core subjects. Health is a core subject. Although the 
Health Curriculum Framework is undergoing revision, the fundamental guiding principles and health and 
safety strands in both the existing and draft new frameworks are fairly consistent. Fire and life safety has 
an important role here. Teaching students about avoiding injuries is teaching students to make informed 
and responsible decisions about their health and self-management, a goal of the health curriculum. 

In addition, fire and life safety education can assist schools to implement the common core of learning. 
Some of the objectives of the common core of learning that teaching fire and life safety can assist with are: 



• Students are in school ready to study and learn. 

• Students recognize the importance of education throughout their lives. 

• Educators provide opportunities for students to learn and apply knowledge in everyday situations and 
assist students in developing good work and study habits to prepare them for the transition to the world of 
work 

• Communities and the Commonwealth fulfill their joint obligation to support public schools, libraries, and 
other education resources and services for children at a level and with a commitment to ensure equal 
education opportunities. 

For more information about these documents, go to the Dept of Education webpage at 
http://www.doe.mass.edu . Clicking on Administrator will get you to the common core of learning and the I 
curriculum frameworks. 
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HOW TO USE THIS HANDBOOK 

THIS CURRICULUM PLANNING GUIDEBOOK HAS BEEN CREATED AS A TOOL TO ASSIST YOU IN PUTTING 
TOGETHER YOUR OWN FIRE AND LIFE SAFETY PROGRAMS WITHIN YOUR COMMUNITY. IT WILL ALSO 
GIVE DIRECTION TO THOSE PROGRAMS THAT ALREADY EXIST. 

THERE ARE FIVE MAIN SECTIONS OF THIS GUIDEBOOK TO ASSIST YOU IN YOUR EFFORTS. AN INDEPTH 
DISCUSSION OF THESE CATEGORIES CAN BE FOUND IN THE INTERNATIONAL FIRE SERVICE TRAINING 
ASSOCIATION PUBLICATION 'LF.S.TA 606 '. THESE SECTIONS ARE: 



IDENTIFICATION 

YOU SHOULD SET OUT TO IDENTIFY THE MOST IMPORTANT FIRE PROBLEMS IN YOUR COMMUNITY. 
SOMETIMES THIS IS NOT EASILY DONE BECAUSE OF THE WAY THAT DIFFERENT FIRE INCIDENTS ARE 
RECORDED AND FILED.FOR THOSE COMMUNITIES THAT ARE COMPUTERIZED, IT MAY BE AS SIMPLE AS 
RUNNING A SEARCH . FOR OTHER COMMUNITIES A HAND SEACH OF INCIDENT REPORTS WOULD HAVE TO BE 
DONE. HAVING ACCOMPLISHED IDENTIFING YOUR COMMUNITY'S FIRE PROBLEMS, YOU MUST THEN INDENTIFY 
WHERE IN YOUR COMMUNITY THESE PROBLEMS ARE OCCURING. THEN, BREAK DOWN THE TIME(S) OF DAY 
AND THEN THE VICTIMS OF THESE PROBLEMS. 

ALL OF THIS INFORMATION WILL HELP YOU INENTIFY THE BEHAVIORS THAT NEED TO BE ADDRESSED 
IN THE PROGRAMS THAT YOU IMPLEMENT. 

SELECTION 

WHILE IDENTIFICATION DEFINES THE NEED FOR FIRE EDUCATION, SELECTION IS AN INVENTORY OF THE 
COMMUNITY'S RESOURCES AVAILABLE TO MEET THOSE NEEDS. IN OTHER WORDS DETERMINE WHO YOUR 
TARGET AUDIENCE WILL BE, WHAT COMMUNITY RESOURCES ARE AVAILABLE, WHAT MATERIALS ARE 
ALREADY AVAILABLE FOR YOUR PROGRAMS AND THEN ESTIMATE YOUR COSTS FOR ADDITIONAL SUPPORT. 

P ES10N 

THE DESIGN SECTION OF THIS GUIDE BOOK IS THE MOST IMPORTANT SECTION AND THEREFORE THE 
LARGEST. THIS IS BROKEN DOWN INTO TWO SUB CATEGORIES; BEHAVIORS AND RESOURCE LISTS. 

FROM THIS SECTION YOU NEED TO DETERMINE THE MESSAGE CONTENT, THE MESSAGE FORMAT, 
CREATE THE COMPLETE MESSAGE FOR YOU PROGRAMS. THEN, DETERMINE THE TIME AND PLACE TO 
IMMPLEMENT THE PROGRAMS AND FINALLY, PUT THE PACKAGE TOGETHER. 



IMPLEMENTATION 

NOW IT'S TIME TO IMPLEMENT YOUR PROGRAMS. TO DO THIS YOU WILL NEED TO PRODUCE AND 



DISTRIBUTE MATERIALS, TRAIN AND SCHEDULE FIRE EDUCATORS AND THEN OBTAIN AUDIENCE 



THIS SECTION WILL GIVE YOU SOME DIRECTION IN HOW TO GET STARTED. 



EVALUATION 

THE FINAL SECTION OF THE GUIDEBOOK WILL BE HELPFUL IN MEASURING THE IMPACT OF YOUR FIRE 
EDUCTION PROGRAM BY TAKING YOU BACK TO IDENTIFICATION. YOU NEED TO COMPARE YOUR NEW DATA ON 
DEATHS, INJURIES, PROPERTY LOSS ETC.. YOU WILL ALSO COMPARE OLD AND NEW INFORMATION ON 
AWARENESS,KNOWLEDGE AND BEHAVIOR IN THE COMMUNITY. WE WILL HAVE SOME PRE-TEST AND POST- 
TEST INFORMATION AS WELL AS IDEAS ABOUT POLLING THE COMMUNITY TO DETERMINE YOUR 
EFFECTIVENESS. 



PAGE # 3 

12 




MASSACHUSETTS PUBLIC FIRE AND SAFETY EDUCATION 
CURRICULUM PLANNING GUIDEBOOK © 

CHAPTER 1 

IDENTIFICATION 




O 

ERIC 




CHAPTER 2 




CHAPTER 3 




CHAPTER 4 



DIM IF LI MUM 




'A' 





CHAPTER 5 







APPENDIX A 

d ) fn* 





LnlV^7 




APPENDIX B 








D, 



APPENDIX C 

©M PL/hM 

13 






« 





^5ACH[;s f ^ 




3- MASSACHUSETTS PUBLIC FIRE AND SAFETY EDUCATION 
CURRICULUM PLANNING GUIDEBOOK © 



IDENTIFICATION 



The Public Is the Fire Department's Customers 

Before any program can be developed you must first decide what the goal is. You must address 
the needs of the customer. Your goal is to determine how best to fulfill those needs. Now it would 
seem that for public fire education, these questions should be easy to answer. Public fire education is 
important and we (the fire service) are the experts who can provide that education This would imply 
that all you have to do is to show up at the schools and preach fire safety and you have met the 
needs of the customer. However this is not the case. There is increased competition these days for 
time and money for education In order for your fire department to remain competitive in this market 
you must redefine how you will deliver your education program You must answer the basic questions 
"what does the customer need and how can we meet those needs in the most productive manner 
possible'?" If you are successful in answering those questions you will have designed a successful 
program A sample program would be to raise the students awareness of fire safety through an 
increased interaction with the students in the schools. The goal might be to strengthen, through this 
increased awareness, public support for the fire department and its programs. The desired end result 
would be in the form of customer satisfaction and increased funding. 

Market Research 

The first step in planning any program is the Identification Step. It is in this step that you will 
begin to research the direction that your program will take. There are five areas that need to be 
examined. They are: 1) to identify who are your customers; 2) to identify the needs of your 
customers; 2) to list those programs that are currently used; 4) to identify current customer 
satisfaction with your current program; and 5) to list those programs that are not used but you decide 
are needed. We will now examine these areas in closer detail. 

Who Are Your Customers? 

The first area to identify is who are your customers. It is important to note that there are two 
types of customers, external and internal. The external customers are the citizens you serve and the 
public officials who control the budget or those officials whose support you require. It is the external 
customer to whom you will be delivering your program The internal customer consists of those 
firefighters and/or teaching staff with whom you will be working. It is important to realize that their 
support is vital. For the purposes of this guidebook the customers are the students you will be 
teaching. 
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IDENTIFICATION (continued) 



Identify Your Students' Needs 

The second area is to identify the needs of your students. It is here that the bulk of your 
research will be conducted. You must begin by evaluating your fire incident reports. These will help 
you determine what your fire problem is, where and when it occurs and who is affected. If your fire 
incident reports are computerized, compiling this data will be relatively simple. If you are not 
computerized, then you have to sort your fire incident reports by hand. You should group your reports 
by fire, medical and other calls. You can then further break these lists down to area, time of day and 
type of problem 



Identify Current Education Programs 

The third area, is to list those programs that you are currently using. This list will be helpful in 
the Selection step. 



Evaluate Current Programs 

You should also review your current education program You might find that your current fire 
education program needs improvement The fourth area will be to rate current customer satisfaction 
or level of knowledge. This can be accomplished by using a pretest in the schools to rate student 
knowledge or by using a community survey to rate effectiveness of fire safety programs. If you use a 
pretest you must make sure that the survey is age appropriate. Good examples of pretests can be 
found in the Learn Not to Bum Curriculum®. The data obtained here will be used as a benchmark for 
the Evaluation step. 



Identify Programs that Meet Needs 

The last area is to make a list of programs you feel may meet the needs you have identified 
but are not currently using. It is also at this step in which programs can be combined with others or 
listed for possible elimination. This list will also be helpful in the Selection step. 

At the conclusion of the Identification step, you will know who your customers are, what 
they need, and how well you are currently meeting those needs. You will also have a benchmark to 
use in the Evaluation step. You can now move on to the Selection step. 
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SELECTION 



What came first? The chicken or the egg? Selection is sometimes like that question. As an 
educator, which comes first, the audience or the materials? A classroom teacher has his/her 
audience already selected, and they will remain the same for the whole school year. Once you have 
identified the fire problem or the subject you will bring to the classroom, you must then select the 
specific lessons or skills to be taught in each class visit 

For example, a fire safety educator is going to teach about fire safety. The next question to be 
decided is, " what should be taught ? ". Based on knowledge of the 'fire problem' or 'high risk' age 
group (potential victims) an audience can be selected, as well as the risks and hazards which affect 
this group. 



Selecting the Key Fire Safety Behaviors 

A subject should then be selected from data gathered in the Identification step. Let's choose 
bum prevention Which lessons? Match 8r lighter safety? Stop-Drop 8r Roll? We must keep in mind 
also the age and ability of our students as well as our ability to maintain interest keeping the lesson 
challenging. If we are to select Stop-Drop and Roll, we can use an entire period to reach a pre-school 
or kindergarten audience on this one lesson While addressing the older students, a fire safety educator 
may only need to ask the question "what do you do if your clothes catch on fire ? " to determine if 
they recall this behavior. 

Conversely, to ask the kindergarten class to go home and create a floor plan and an elaborate 
EP.LT.R drill for homework is beyond their capability, reasoning and above all - their interest! 

The very young have a desire to be physical, to move, to play, to touch, to learn by the senses. 
Youngsters from pre-school to second grade learn best by doing. To teach these students you must be 
as much an entertainer as an instructor. Common errors with this age group are trying to cover too 
much material in one lesson, or trying to do a lesson too complex for their ability. The lecture format 
is a mistake in elementary school A crucial point to remember is that this age group has a short 
attention span. That means if you cannot get your point across in twenty minutes you wili soon lose 
their interest because they are ready to move on to something else. It is not their fault; they are kids. 

If you select grades three through grades six for your target audience, you will find that they 
are very receptive and eager to interact and enter into discussions and ask and answer questions. The 
questions as a rule will be appropriate and sincere. An instructor for this group must maintain 
interesting and challenging materiaL A big mistake is to treat this group like babies, they are not! 
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(CONTINUED) 



ERIC 



The middle school junior and senior high school groups are a real challenge to the visiting 

instructor. If you select these groups as your target audience, remember they are at an age where 
their hormones are screaming. They are trying to be 'cool', and they know everything - just ask them! 
Some of these students will try to put you on the 'spot' or to the 'test' you. Why - ? Because they feel it 
is their job. It is important to bring materials that are age/ability appropriate. You may also get 
favorable results by using graphic or shocking examples of the results of unsafe practices or behavior. 
Never spring graphic or shocking materials on anyone. Prepare the audience for what you are about to 
present and give them permission to look away or opt out. it is imperative to inform the teacher ahead 
of time when using graphic materiaL With these groups realism works. These kids are bombarded by 
the media and some may have all-too-real daily experiences. 

Let’s get back to that chicken and that egg. Usually the lesson is selected and then the 
materials are gathered, bought or made for that lesson. Sometimes a 'windfall' of teaching materials 
is dropped on your desk and you are politely asked to use them For example: your Chief has received 
four thousand coloring or activity books about ’home safety’ from a local insurance agent. Now you 
have your teaching materials first, and the budget, the chief and the public relations photo in the 
newspaper dictate they will be used! This may make you shift your target audience up or down a 
grade in order to use the materials and have them relevant and age appropriate. If you are in doubt 
about the use of some materials, you should ask a teacher with whom you feel comfortable, someone 
you know will be candid and honest about the materials. Even calling on a Fire and Life Safety 
Educator in a neighboring community may help with a problem or help you come to a decision when 
you need another opinion. 

Most often though, your materials may be dictated by what may be available in your area, 
budget, or what may already have been purchased from one of the leading suppliers of fire and life 
safety educational materials (such as the NFPA or Syndistar or any of the other suppliers in the 
country.) , 

As a visiting instructor, remember your biggest disadvantage is that you must bring in all your 
materials for all of your classes that day, and transport them from class to class, upstairs and 
downstairs. You must also plan so you do not make the biggest boo-boo of all - ’not having enough of 
something’- DON’T RUN OUT! Always have extra. 

What you probably will use the most are ’paper goods’ such as worksheets, workbooks, and 
activity books. We can argue about the computer age, bytes, discs, disc drives, TV monitors and VCRs, 
oh boy! How about overhead and opaque projectors and slides and the like - ? Sure! These electronic 
teaching aides are wonderful for the teacher in that school or you, the use of some of these items can 

>e a logistical nightmare! PACE # S 
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Think about getting the students to the media or the media to them. Many teachers may be 
resistant to changing class location or showing a video. Scheduling an auditorium or the media center 
for a full day or two of classes may be impossible. How about arriving at a school where the TV is 
ready but the VCR is being repaired? Or nobody can find the extension cord? These are some of the 
things you must think about before you spend money for a fire education video tape. 

Do not think that Murphy’s Law only governs foreground operations - it can really ruin an 

otherwise great lesson, unless you have a backup plan! For the fire educator, or any educator for that 
matter, walk before you run. Keep materials simple at first Once you get the feel for the class and you 
get the school routine down, then you can pick up the pace and get more creative and dazzle them 
with the electronic media. In a some communities, use of the electronic equipment may be a simple 
matter, but in a other communities or city with multi-level schools and no elevator the vise of such 
equipment may be all but impossible. 

The greatest advantage you have going for you is .. YOU. You are a firefighter. Some of 
these children may have never seen a real firefighter. They may have been talking about your visit 
for the past two weeks. Walking into that class may be the high point for their week. It certainly is a 
photo opportunity and cements your credibility as a real firefighter. The classroom teacher cannot 
possibly instruct these lessons with the experience that a firefighter brings to the class - he or she 
may never have felt the heat or the water spray, seen the damage and devastation that fire causes - 
you have, and the children know it! These youngsters may ask you questions they might never ask 
their teacher or their parents about their safety, but they will ask you - because you are a firefighter. 
You are the expert Your knowledge, stories,and experiences are unique to our profession. That is why 
a firefighter can be, and should be, a most effective fire and life safety instructor! 

(seen on the wall in an elementary school) 

"A hundred years from now 
It will not matter 
What my bank account was. 

The kind of house I lived in 
Or the kind of car I drove . . . 

But the world may be different 
Because I was important 
In the life of a child." 



- author unknown 
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DESIGN 



This is where you put together the behaviors and lessons into a plan to reach the goals that 
you set through the identification and selection process. You should know that the design can 
change dramatically throughout the process of putting together your program, usually because the 
implementation process (money and scheduling) will change it The important thing is that an 
initial design be done to achieve your ideal design goals. 

Let's take a hypothetical situation. You have completed the identification process and 
determined that people in your community are dying in fires in their own homes and that of these 
deaths, 1/3 are children. You have also identified that these children are not being notified in time to 
save themselves, or did not know enough to get out in time to save themselves. 

You have also selected the first grade to target your program 

Now it is time to design or create the content of your program We'll call it: 

"Home Fire Escape*. 



Turn in the guidebook to the combined first and second grade behaviors and choose the 
behaviors that pertain to your identified problems. They would likely be: 

-Behavior Ref. # 678-007 UNDERSTANDING SMOKE DETECTORS / ALARMS and 



-Behavior Ref. # 678-008 UNDERSTANDING AND PRACTICING ESCAPE PLANS and 



-Behavior Ref. # 678-009 UNDERSTANDING AND CRAWLING LOW UNDER SMOKE 



Please read these behaviors now. 

Now that you have read these behaviors, you will realize that the time needed to teach one 
class each behavior will take 2S minutes. This maximizes the child's attention span according to the 
developmental information for this target group. You will also begin to realize that you have 
chosen only 3 of the 12 essential behaviors recommended for this target group. This means that 
there is plenty more to teach if you get the opportunity for more lessons. 



Anyhow, if getting into the school is not a problem and money is not a problem either for supplies or 
for paying instructors, and if time is not an issue, then you can proceed to design your ideal program 



for maximum impact. 
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Realizing that this is not a perfect world and that you may not get three 25 minute visits, what 
should you do ? Review these three behaviors and select the key elements to cover . With such a 
severe time restriction, you cannot cover it all well (And remember, simply lecturing at the children 
will not be effective.) 

One of the most sure fire methods of getting into today's classrooms is to design your 
lessons with an inter-disciplinary approach. This is a fancy phrase meaning "relate your lessons to 
what is already being taught in the class". Here is how it works ! 

You can bet that a First Grade will have the alphabet plastered all over the classroom walls, in 
spite of what the Fire Inspector has told the school about limiting combustible artwork on class room 
walls. 

This is a good time to explain that if you are in the school as an educator, then educate . . . Do 
not inspect, enforce or investigate while you are there to teach. You can come back later 
to do that You don't need to be invited to do those things, but you do need to be invited to teach By 
all means, put out any fires out that occur while you are there. 

In addition to the alphabet you will find (almost always) a list of birthdays, art projects, 
vocabulary words, assignments, recent or upcoming Holidays, simple math problems (addition 8c 
subtraction) on the walls. You will also find fire exit instructions, an American Flag and several fish 
and mammals in tanks and cages. Colors and shapes are also a topic of study (remember that a 4 
sided figure with equal sides is a square, not a tetrahedron). Besides, Fire Science would be 
inappropriate in the first grade beyond the lessons in Behavior Reference # 678-003 
"UNDERSTANDING WHAT IS FIRE*. 

Let me elaborate on how this inter-disciplinary thing works. When you enter the class room 
look around the room to see what the class is working on. for example, they might be working on 
vocabulary words that are opposites. So, discuss escape plans using opposites, for instance, if heat and 
smoke go up in a fire then you need to get down low to the floor and crawL Or, if there is a fire 
inside the house, you must get outside and stay outside. 



Here is a another example, if fire is hot and water is the opposite, then water is 

you bum yourself with fire and it is hot, then you should treat the burn with cold water. 



So, if 



Here's a tip: do not miss an opportunity to say happy birthday to students when it is their 
birthday or close to it. These students can be your helpers for the lesson. This can be a great way to 
introduce holiday fire safety or CELEBRATING BIRTHDAYS SAFELY # 678-0 20. 
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Now, back to designing your program using the behaviors. 

Unlike school departments, you probably will not start out planning an entire program for 
multiple tar get groups over a 1 8'0-day school year. You may get a call from your own child s teacher 
asking if you can talk to the class, or you may get a call from a den mother, scoutmaster, or the 4-H 
Club (all of these groups have their own fire and life safety lessons already) or, you may get invited to 
address an entire grade level or a whole school assembly. 

Design problems are created by all of these community contacts. However, if you choose 
your behaviors specific to the target age group and integrate your lesson plans to whatever is already 
being taught, you will be a successful Fire and Life Safety Educator. You will be professional in every 
way and you will rapidly gain the respect of other professional teachers. It is our experience that if 
you are "doing it right", you will become too busy to do it all by yourself. You will have to start 
training other professional firefighters to become Fire and Life Safety Educators. After you have had a 
chance to evaluate your program, you may find that you have to redefine your goals, select other 
target groups, or increase resources. The good news is that your success may bring additional funding 
resources to help you expand your programs. 

At this point we feel it is appropriate to remind you that your lesson plan is the blueprint for your 
program Classroom teachers and principals often ask to see it We therefore strongly advise you to 
formally write out your lesson plans and include them in the appropriate place in this 3-ring binder. 
There are some sample lesson plans in the appendix. 

The next 70 plus pages of this guidebook consists of all the behaviors and their lessons. You 
will also find reference information and developmental reminders to assist you in your program design. 
At the beginning of each target group is an index of the behaviors which indicates whether the 
behavior is considered to be essential or supplementary. 

Good Luck ! We wish you success in designing your programs. 
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REFER. #: 


ESSENTIAL 

ESSENTIAL 


TARGET: 


BEHAVIOR DESCRIPTION: 


34S-001 


AGES 3-S 
PRESCHOOL 


UNDERSTANDING AND PRACTICING MATCH & LIGHTER 
SAFETY ( FIRE TOOLS ) 


34S-002 


ESSENTIAL 


AGES 3-S 
PRESCHOOL 


UNDERSTANDING AND PRACTICING STOP, DROP AND 

ROLL 


34S-003 


ESSENTIAL 


AGES 3-S 
PRESCHOOL 


UNDERSTANDING AND PRACTICING CRAWL LOW 
UNDER SMOKE 


34S-004 


ESSENTIAL 


AGES 3-S 
PRESCHOOL 


UNDERSTANDING SMOKE DETECTORS / ALARMS 


34S-00S 


ESSENTIAL 


AGES 3-S 
PRESCHOOL 


UNDERSTANDING AND PRACTICING ESCAPE PLANS 


34S-006 


ESSENTIAL 


AGES 3-S 
PRESCHOOL 


RECOGNIZE THE FIREFIGHTER AS A COMMUNITY 
HELPER 


34S-007 


ESSENTIAL 


AGES 3-S 
PRESCHOOL 


REPORTING FIRES AND OTHER EMERGENCIES 


34S-00S 


ESSENTIAL 


AGES 3-S 
PRESCHOOL 


RESPONDING CORRECTLY TO FIRE & EMERGENCY 
DRILLS 


34S-009 


ESSENTIAL 


AGES 3-S 
PRESCHOOL 


STAY AWAY FROM HOT THINGS IN THE HOME 


34S-010 


SUPPLEMENTARY 


AGES 3-S 
PRESCHOOL 


UNDERSTANDING AND PRACTICING FIRST-AID FOR 
BURNS 


34S-011 


SUPPLEMENTARY 


AGES 3-S 
PRESCHOOL 


IDENTIFYING EXIT SIGNS & KNOWING TWO WAYS 
OUT OF PUBLIC PLACES 


34S-012 


SUPPLEMENTARY 


AGES 3-S 
PRESCHOOL 


UNDERSTANDING TRANSPORTATION SAFETY 
( BUS SAFETY ) 


34S-013 


SUPPLEMENTARY 


AGES 3-S 
PRESCHOOL 


UNDERSTANDING YOUR PERSONAL AND 
COMMUNITY ROLE IN SAFETY 


34S-014 


ESSENTIAL 


AGES 3-S 
PRESCHOOL 


UNDERSTANDING AND PRACTICING POISON 
PREVENTION & TOBACCO 


345-015 


SUPPLEMENTARY 


AGES 3-S 
PRESCHOOL 


CELEBRATING BIRTHDAYS SAFELY 


34S-016 


SUPPLEMENTARY 


AGES 3-S 
PRESCHOOL 


UNDERSTANDING AND PRACTICING WATER SAFETY 


34S-017 


SUPPLEMENTARY 


AGES 3-S 
PRESCHOOL 


UNDERSTANDING AND PRACTICING ICE SAFETY 
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REFER. #: 


ESSENTIAL 


TARGET; 


BEHAVIOR DESCRIPTION: 


560-019 


SUPPLEMENTARY 


AGES 5-6 
KINDERGARTEN 


UNDERSTANDING SNOW RECREATION SAFETY 


560-020 


SUPPLEMENTARY 


AGES 5-6 
KINDERGARTEN 


CELEBRATING BIRTHDAYS SAFELY 


560-021 


SUPPLEMENTARY 


AGES 5-6 
KINDERGARTEN 


UNDERSTANDING DISABILITIES AND SAFETY 


560-022 


SUPPLEMENTARY 


AGES 5-6 
KINDERGARTEN 


UNDERSTANDING YOUR PERSONAL AND 
COMMUNITY ROLE IN SAFETY 


560-023 


SUPPLEMENTARY 


AGES 5-6 
KINDERGARTEN 


UNDERSTANDING AND PRACTICING ICE SAFETY 


560-024 


SUPPLEMENTARY 


AGES 5-6 
KINDERGARTEN 


UNDERSTANDING AND PRACTICING WATER SAFETY 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING AND PRACTICING MATCH &■ 
LIGHTER SAFETY ( FIRE TOOLS ) 



TARGET GROUP: 

AGES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

BURNS 



GRADE 

PRC 

REFERENCE # 

345-001 



APPENDIX “A” CONTAINS THE APPENDIX “B” CONTAINS THE 

f RSFERSNCSINFORMATION ] 



APP ENDIX “C" C ONTAINS SOME 

plans! 



LESSONS TO TEACH ( OBJECTIVES ): 

AT THE PRESCHOOL LEVEL WHEN YOU TALK ABOUT MATCH AND LIGHTER SAFETY, THERE ARE ONLY A FEW 
LESSONS THAT NEED TO BE TAUGHT. 

THESE LESSONS ARE: 

1- IF YOU FIND MATCHES OR A LIGHTER NEVER TOUCH THEM 

( LEAVE THEM RIGHT WHERE YOU FIND THEM AND GO TELL A GROWN UP ) 

2- MATCHES AND LIGHTERS ARE TOOLS FOR GROWN UPS 

( GIVE EXAMPLES OF TOOLS THAT THEIR PARENTS MIGHT HAVE AROUND THE HOME ) 

3- WHAT IS HOT AND WHAT IS COLD 

( GIVE EXAMPLES OF THINGS THAT ARE HOT OR CAN GET HOT AND THINGS THAT ARE COLD ) 



HELPFUL HINTS ( STRATEGIES ): 

IMPORTANT: YOU SHOULD NOT TEACH “GIVE 
MATCHES AND LIGHTERS TO A GROWN-UP” UNTIL FIRST 
AND SECOND GRADES. 

REMEMBER: DEVELOPMENTALLY THEIR ATTENTION 
SPAN MAY BE LESS THAN 1 0 MINUTES. TRY AND SHOW 
EXAMPLES NOT JUST DISCUSS EXAMPLES WHENEVER 
POSSIBLE. 



\ r 



DEVELOPMENTAL INFORMATION: 



• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY AS A COMMUNICATION TOOL. 

• HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

• TIRES EASILY. 

• HAVE NO CONCEPT OF TIME AND SPACE. 

• ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

• ARE EASILY SCARED. 

• MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSiTiON YOURSELF ATTHEiR LEVEL. 

• BENEFIT FROM POSITIVE REINFORCEMENT. 

. LIKES TO KEEP SECRETS. 



TEACHER'S NOTES: 

YOU CAN COMBINE THIS BEHAVIOR WITH: 

345-009 STAY AWAY FROM HOT THINGS IN THE HOME 
345-015 CELEBRATING BIRTHDAYS SAFELY 



BEST COPY AVAILABLE 



345-001 

BEHAVIOR REFER. 



6/6/99 

LAST UPDATED 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING AND PRACTICING STOP, DROP 

AND ROLL 

TARGET GROUP: SAFETY CATEGORY: 

BURNS 



-\ 



GRADE 

PRE 

REFERENCE# 

345-002 







APPENDIX “A” CONTAINS THE 


APPENDIX “B” CONTAINS THE 


A 

APPENDIX “C” CONTAINS SOME 






W) f GLOSSARY 1 


( SAMPLE LESSON PLANS ) 


V 


/ 




LESSONS TO TEACH ( OBJECTIVES ): 


A 



UNDERSTANDING AND PRACTICING STOP, DROP AND ROLL AT THE PRESCHOOL LEVEL INVOLVES THREE BASIC 
LESSONS. 

THESE ARE : IF YOU HAVE AN ACCIDENT AND YOUR CLOTHES CATCH FIRE: 

STOP ( STOP EVERYTHING YOU ARE DOING. STOP WHERE YOU ARE. DON’T RUN ! ) 

DROP ( DROP YOURSELF TO THE GROUND OR FLOOR. ) 

ROLL - BACK & FORTH CONTINUOUSLY UNTIL ALL THE FIRE IS OUT. REMEMBER --YOU MUST CONTINUE TO ROLL 
UNTIL THE FIRE IS OUT. 



HELPFUL HINTS ( STRATEGIES ): 

KIDS CAN GET HURT IF THEY COVER FACES BEFORE 
LYING ON THE GROUND. 

SHRINERS HOSPITAL HAS REPORTED THAT WHEN 
CHILDREN WERE ASKED IF THEY KNEW STOP, DROP & 
ROLL, MOST SAID THAT THEY UNDERSTOOD HOW TO DO 
STOP, DROP AND ROLL BUT THEY HAD NO ROOM WHERE 
THEIR CLOTHES CAUGHT FIRE TO DROP & ROLL. 



"\ r 



DEVELOPMENTAL INFORMATION: 

■ NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

■ USES PLAY AS A COMMUNICATION TOOL. 

- HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

- TIRES EASILY. 

- HAVE NO CONCEPT OF TIME AND SPACE. 

- ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

- CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

- ARE EASILY SCARED. 

- MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

- BENEFIT FROM POSITIVE REINFORCEMENT. 
REINFORCE MATCH AND LIGHTER SAFETY 



TEACHER'S NOTES: 

THESE LESSONS SHOULD BE AN ACTIVITY DONE ON A CLEAN BLANKET, CARPET OR MAT. USE A PAPER OR FELT FLAME WITH 
VELCRO TO PUT ON CLOTHES. ANOTHER ACTIVITY COULD BE TO TAKE THE STUDENTS TO A MORE CONFINED SPACE, LIKE A SMALL 
KITCHEN AREA TO STOP, DROP AND ROLL. WHEN CHILDREN’S CLOTHES CATCH FIRE QUITE OFTEN THEY ARE IN AN AREA THAT IS 
TOO SMALL TO STOP, DROP AND ROLL THE WAY THEY HAVE BEEN TAUGHT. REINFORCE COVERING YOUR FACE AND NOT RUNNING 
WHEN THERE IS NO ROOM TO DROP AND ROLL. 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING AND PRACTICING CRAWL 



LOW UNDER SMOKE 



TARGET GROUP: 

ASES 3-5 PRESCHOOL 



SAFETY CATEGORY: 



GRADE 

PRE 

REFERENCE # 

34S-003 



V 

r 

APPENDIX “A” CONTAINS THE 


1 l 


S ^ 

\ 

APPENDIX “B" CONTAINS THE APPENDIX “C” CONTAINS SOME 


[ reference information ; 


[ GLOSSARY 1 f SAMPLE LESSON PLANSl 


f , ^OO^MO ™ tct a i_j / /^rTTi— r^Tiv /i— v. \ 



DONT HIDE IN A FIRE 

GET OUT --STAY OUT 

GOOD AIR IN A FIRE IS DOWN LOW 

YOU MUST STAY LOW WHERE THE GOOD AIR IS. 

CRAWL LOW ON HANDS AND KNEES, NOT ON THE BELLY. 



HELPFUL HINTS ( STRATEGIES ): 

DONT TEACH CRAWL LOW IN SMOKE AND STOP, DROP AND 
ROLL IN THE SAME LESSON. 



THIS CAUSES GREAT CONFUSION. 



Y_ 



DEVELOPMENTAL INFORMATION: 



> NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

> USES PLAY AS A COMMUNICATION TOOL. 

> HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

> TIRES EASILY. 

> HAVE NO CONCEPT OF TIME AND SPACE. 

- ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

- CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

- ARE EASILY SCARED. 

• MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

• BENEFIT FROM POSITIVE REINFORCEMENT. 



J V_ 



TEACHER'S NOTES: 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING SMOKE DETECTORS / 



ALARMS 



TARGET GROUP: 

AGES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

ALARMS 



GRADE 

PRC 

REFERENCE # 

34S-004 



APPENDIX “A” CONTAINS THE 



APPENDIX “B” CONTAINS THE APPENDIX “C" CONTAINS SOME 

[ SAMPLE LESSON PLANS ] 



LESSONS TO TEACH ( OBJECTIVES ): 

UNDERSTANDING SMOKE DETECTORS / ALARMS AT THE PRESCHOOL LEVEL INVOLVES THESE BASIC LESSONS: 

SMOKE DETECTORS SMELL SMOKE. 

SMOKE DETECTORS MAKE A LOUD NOISE TO TELL YOU THERE IS A FIRE. 

WHEN A SMOKE DETECTOR GOES OFF, GET OUTSIDE QUICKLY. 



HELPFUL HINTS ( STRATEGIES ): 

IF YOU SOUND A DETECTOR IN THE CLASS, WARN THEM 
FIRST. 

SMOKE ALARMS AND SMOKE DETECTORS ARE USED TO 
MEAN THE SAME THING. YOU CAN USE EITHER DETECTOR 
OR ALARM BUT TRY AND BE CONSISTENT SO YOU DONT 
CONFUSE THE STUDENTS. 



DEVELOPMENTAL INFORMATION: 



• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY AS A COMMUNICATION TOOL. 

• HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

•TIRES EASILY. 

• HAVE NO CONCEPT OF TIME AND SPACE. 

•ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

• ARE EASILY SCARED. 

• MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

• BENEFIT FROM POSITIVE REINFORCEMENT. 



J V 






TEACHER'S NOTES: 

WHAT THE INSTRUCTOR SHOULD UNDERSTAND ABOUT SMOKE ALARMS OR SMOKE DETECTORS: SMOKE DETECTORS MUST 
BE INSTALLED AT OR NEAR THE CEILING WITH IN 10 FEET FROM BED ROOM DOORS AND AT THE TOP AND BOTTOM OF STAIRWAYS 
ON EVERY LEVEL OF YOUR HOME. YOU SHOULD TEST THE DETECTOR AT LEAST MONTHLY, CHANGE THE BATTERIES WHEN YOU 
CHANGE YOUR CLOCKS IN THE SPRING OR FALL AND REPLACE THE DETECTOR AFTER TEN YEARS. THE NEWEST ADDITION OF THE 
BUILDING CODE REQUIRES NEW HOMES TO HAVE DETECTORS INSIDE EVERY BED ROOM. 



ERIC 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING AND PRACTICING ESCAPE 

PLANS 



TARGET GROUP: 

ASES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

ESCAPE 



GRADE 

PRE 

REFERENCE # 

34S-00S 



APPENDIX “A” CONTAINS THE APPENDIX “B” CONTAINS THE 

| REFERENCE INFORMATION ) f GLOSSARY 



APPENDIX “C" CONTAINS SOME 



D 



LESSONS TO TEACH ( OBJECTIVES ): 

GET OUT AND STAY OUT.. DON’T STAY INSIDE AND NEVER TRY TO HIDE ALWAYS HAVE TWO WAYS OUT OF EACH 

ROOM IN YOUR HOME AND IF YOU HAVE MORE THAN ONE HOME YOU MUST PRACTICE YOUR ESCAPE PLAN IN EVERY 
HOME THAT YOU SLEEP. 

ONCE YOU ARE OUTSIDE GO DIRECTLY TO YOUR MEETING PLACE.. REMEMBER TO HAVE A MEETING PLACE FOR 
EACH HOME THAT YOU SLEEP IN. 

EXPLAIN THAT A MEETING PLACE IS A PLACE OUTSIDE OF YOUR HOME THAT EVERYONE IN YOUR FAMILY GOES TO 
WHEN THE SMOKE DETECTOR/ALARM SOUNDS OR WHEN THERE IS A FIRE . THIS COULD BE A MAILBOX OR A TREE OR A 
TELEPHONE POLE BUT YOUR PARENT NEEDS TO PICK THE PLACE. 

EVERYONE IN THE HOUSE SHOULD PRACTICE YOUR ESCAPE PLAN AT LEAST TWICE A YEAR. 



HELPFUL HINTS ( STRATEGIES ): 

- KEEP THIS LESSON TO NO MORE THAN 1 0 MINUTES AND 
COVER JUST TH ESE TOPICS: 

GET OUT AND STAY OUT 

HAVE TWO WAYS OUT 

HAVE A SPECIAL MEETING PLACE 



DEVELOPMENTAL INFORMATION: 



- NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

■ USES PLAY AS A COMMUNICATION TOOL. 

. HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

•TIRES EASILY. 

• HAVE NO CONCEPT OF TIME AND SPACE. 

■ ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

- CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

■ ARE EASILY SCARED. 

• MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

■ BENEFIT FROM POSITIVE REINFORCEMENT. 



J V 



r 


TEACHER'S NOTES: 




\ 






BEST COPY AVAILABLE 




V 






/ 
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ESSENTIAL 

THIS BEHAVIOR WAS CONSIDERED 
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BEHAVIOR DESCRIPTION: 

RECOGNIZE THE FIREFIGHTER AS A COMMUNITY 



HELPER 



TARGET GROUP: 

AfiES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

COMMUNITY SERVICE 



GRADE 

PRE 

REFERENCE # 

34S-006 



V 






r 


APPENDIX “A” CONTAINS THE 


APPENDIX “B” CONTAINS THE APPENDIX “C” CONTAINS SOME 






] [ GLOSSARY ] ( SAMPLE LESSON PLANS ) 









FIREFIGHTERS ARE MEMBERS OF THE COMMUNITY THAT HELP PEOPLE AND THAT YOU DONT HAVE TO BE AFRAID 
OF. 

FIREFIGHTERS WEAR SPECIAL EQUIPMENT - (HELMET, GLOVES, HOOD, PANTS, COAT AND AIR TANK) 

THAT MAKES THEM LOOK DIFFERENT BUT HELPS THEM TO HELP PEOPLE IN A FIRE. 

DONT HIDE INSIDE A BUILDING THAT IS ON FIRE, 

GET OUT AND STAY OUT. 



HELPFUL HINTS ( STRATEGIES ): 

DO NOT SHOW CHILDREN FIREFIGHTERS GEAR WITHOUT 
SLOWLY PUTTING IT ON IN FRONT OF THEM. 

WALKING IN WITH GEAR ON MAY FRIGHTEN THEM. 

USE CLEAN/DECONTAMINATED GEAR. 

DONT TEACH STANDING OR SITTING IN CHAIR, SIT ON THE 
FLOOR. IF POSSIBLE GET DOWN TO THEIR LEVEL 



DEVELOPMENTAL INFORMATION: 



► NEEDS ATTENTION, AFFECTION AND PRAISE. 

► LIKES REPETITIVE ACTIVITY. 

► USES PLAY AS A COMMUNICATION TOOL. 

► HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

► TIRES EASILY. 

► HAVE NO CONCEPT OF TIME AND SPACE. 

► ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

► CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

► ARE EASILY SCARED. 

► MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

► BENEFIT FROM POSITIVE REINFORCEMENT. 



J v 



TEACHER’S NOTES: 



345-006 



11/15/96 



ERIC 



HAVIOR REFER. # LAST UPDATED 



22 



31 



ESSENTIAL 

THIS BEHAVIOR WAS CONSIDERED 



MASSACHUSETTS PUBLIC FIRE AND SAFETY EDUCATION 
CURRICULUM PLANNING GUIDEBOOK © 




BEHAVIOR DESCRIPTION: 

REPORTING FIRES AND OTHER EMERGENCIES 



TARGET GROUP: 

AGES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

EMERGENCIES 



tT 



GRADE 



REFERENCE# 

34S-007 



( 


APPENDIX “A” CONTAINS THE 


APPENDIX “B” CONTAINS THE 


\ 

APPENDIX “C" CONTAINS SOME 






D f GLOSSARY ) 


[ SAMPLE LESSON PLANS ) 


V 

> \ 



EVEN VERY SMALL CHILDREN CAN GET HELP IN AN EMERGENCY BY PRESSING 9 1 1 ON A.TELEPHONE (PHONE) . 

EXPLAIN WHAT WILL HAPPEN WHEN THE CHILD MAKES THE CALL: 

SOMEONE WILL ANSWER THE TELEPHONE AND ASK A LOT OF EASY QUESTIONS AND ALL THEY HAVE TO DO IS 
STAY ON THE PHONE AND ANSWER THE QUESTIONS. 

IT IS IMPORTANT TO TEACH THE CHILD TO NEVER HANG UP THE TELEPHONE IF THEY CALL 9 1 1 . ( THIS WILL ALLOW 
THE DISPATCHER TO LISTEN TO ANY NOISES IN THE BACKGROUND TO DETERMINE WHAT IS HAPPENING AND PERHAPS 
HOW SERIOUS THE EMERGENCY MIGHT BE. 

TRY NOT TO TEACH TOO MANY BEHAVIORS AT ONE TIME WITH THIS AGE GROUP. INTERACT WITH THE CHILDREN AS 
THE “FRIENDLY FIREFIGHTER” AND GET INVITED BACK TO TEACH THE OTHER ESSENTIAL BEHAVIORS TARGETED AT 
THIS AGE GROUP. 

YOU CAN SHOW WHERE PULL STATIONS ARE, EXPLAIN WHAT THEY ARE USED FOR AND WHEN TO USE IT. 



HELPFUL HINTS ( STRATEGIES ): 

TRY AND SEND THE CHILDREN HOME WITH 9-1-1 STICKERS 
TO GIVE TO THEIR PARENTS... EVEN IF THE CHILD DECIDES 
TO WEAR THE STICKER INSTEAD OF TAKING IT HOME, HE/ 
SHE WILL STILL BENEFIT FROM THE REINFORCEMENT OF 
SEEING THE NUMBERS 9-1-1 

BRING A FIRE ALARM MANUALTULL STATION” TO THE 
CLASS FOR THEM TO SEE AND TRY. 

REVIEW WHAT AN EMERGENCY IS: ( FROM GLOSSARY ) 

1 . A serious situation or occurrence that happens 
unexpectedly and demands immediate action. 

2. A condition of urgent need for action or assistance. 

3. When someone needs help. 



V > 



DEVELOPMENTAL INFORMATION: 



• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY AS A COMMUNICATION TOOL. 

• HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

•TIRES EASILY. 

• HAVE NO CONCEPT OF TIME AND SPACE. 

• ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

• ARE EASILY SCARED. 

• MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

• BENEFIT FROM POSITIVE REINFORCEMENT. 



J 





r 




TEACHER'S NOTES: 


\ 


• 












V 
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BEHAVIOR DESCRIPTION: 

RESPONDING CORRECTLY TO FIRE 8r 



EMERGENCY PRILLS 



TARGET GROUP: 

AGES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

ESCAPE 



GRADE 

PRE 

REFERENCE # 

345-005 



V 










APPENDIX “A” CONTAINS THE 


APPENDIX “B" CONTAINS THE 


~\ 

APPENDIX “C” CONTAINS SOME 






} [ GLOSSARY ] 1 


SAMPLE LESSON PLANS ! 











LESSONS TO TEACH ( OBJECTIVES ): 

AT THIS AGE FIRE DRILLS SHOULD BE CONDUCTED AT SCHOOL AND AT HOME, SO THAT THE CHILD CAN BE TAUGHT 
THE CORRECT THINGS TO DO IN THE EVENT OF A REAL EMERGENCY. ( SEE 345-005 UNDERSTANDING ESCAPE PLANS 
FOR HOME ) 

AT SCHOOL: WHEN THE ALARM SOUNDS THE STUDENTS SHOULD IMMEDIATELY STOP EVERYTHING THAT THEY ARE 
DOING LOOK FOR THE TEACHER OR A GROWN-UP FOR ANY INSTRUCTIONS AND THEN LINE UP AT THE CLASSROOM 
DOOR WHILE REMAINING QUIET SO THEY CAN LISTEN FOR ANY CHANGING INSTRUCTIONS.FOLLOWING THE TEACHER 
OR GROWN-UP THEY SHOULD LEAVE QUIETLY AND QUICKLY TO THE EXIT AND THEN TO THEIR MEETING PLACE 
OUTSIDE THE SCHOOL THE MEETING PLACE SHOULD BE WELL AWAY FROM WHERE THE FIRE TRUCKS HAVE TO 
MANEUVER. IT IS IMPORTANT TO STAY TOGETHER AND REMAIN QUIET SO THAT THE TEACHER CAN TAKE ATTENDANCE 
AND TO REPORT ANYONE MISSING. YOU SHOULD REINFORCE THAT EVERY TIME THE ALARM SOUNDS YOU MUST EXIT 
FIRST AND ASK QUESTIONS LATER, THIS IS THE BEHAVIOR THAT YOU ARE REALLY TEACHING. ( UNANNOUNCED DRILLS 
ARE ONLY FOR TESTING WHAT YOU HAVE ALREADY TAUGHT. IF YOU HAVEN’T TAUGHT THE BEHAVIOR DON’T TEST IT. ) 
EXPLAIN THAT SIGNS.THAT ARE RED AND THINGS THAT ARE RED ON BUILDINGS ARE FOR USE IN EMERGENCIES SUCH 
AS FIRE ALARM PULL STATIONS, EXIT SIGNS, ALARM BELLS... THIS CAN BE HELPFUL IN TEACHING HOW STUDENTS CAN 
REPORT A FIRE ON THEIR OWN. 



HELPFUL HINTS ( STRATEGIES ): 

WHEN AN ALARM SOUNDS (EVERY TIME AN ALARM 
SOUNDS) YOU MUST GO TO THE NEAREST SAFE EXIT, GET 
OUT AND THEN STAY OUT - 

GO TO YOUR MEETING PLACE 
IF YOU ARE SEPARATED FROM A GROUP, GET OUT ON 
YOUR OWN AND TELL A TEACHER THAT YOU WERE 
SEPARATED. 

EXPLAIN THAT EXITS CAN BE BLOCKED BY SMOKE OR 
FIRE OR SOMETHING ELSE THAT MAY REQUIRE YOU TO GO 
TO YOUR ALTERNATE EXIT. 

BE SURE AND TEACH ( OR REMIND ) STUDENTS TO 
NEVER USE AN ELEVATOR DURING A FIRE ALARM OR 
DURING A FIRE 

V 



DEVELOPMENTAL INFORMATION: 



• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY AS A COMMUNICATION TOOL. 

• HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

•TIRES EASILY. 

• HAVE NO CONCEPT OF TIME AND SPACE. 

• ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

• ARE EASILY SCARED. 

• MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

• BENEFIT FROM POSITIVE REINFORCEMENT. 



/ 



TEACHER'S NOTES: 

REVIEW THE ESCAPE PLANS THAT ARE IN EFFECT FOR THE BUILDING ( CLASS ROOM ) THAT YOU ARE TEACHING IN PRIOR TO 
TEACHING THE LESSON. THIS WILL ALLOW YOU TO ANSWER ANY QUESTIONS THAT MIGHT BE ASKED DURING THE LESSON. EXPLAIN 
THAT ELEVATORS SHOULD NEVER BE USED IN A FIRE EMERGENCY, NOT BECAUSE THE CABLE CAN BURN THROUGH BUT BECAUSE 
THE SHAFT ACTS AS A CHIMNEY CARRYING HEAT AND SMOKE UP IT AND BECAUSE THE CAR CAN GET CALLED TO THE FLOOR THAT 
IS ON FIRE AND OPEN LEAVING YOU TRAPPED. 
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BEHAVIOR DESCRIPTION: 



STAY AWAY FROM HOT THINGS IN THE HOME 



TARGET GROUP: 

AGES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

BURNS 



\ 

GRADE 

PRE 



REFERENCE# 

345-009 



APPENDIX “A” CONTAINS THE 

REFERENCE INFORMATION 



APPENDIX “B" CONTAINS THE 

GLOSSARY 



APPENDIX “C” CONTAINS SOME 

...... 

SAMPLE LESSON 



LESSONS TO TEACH ( OBJECTIVES ): 

THIS BEHAVIOR IS ONLY OFFERED IN THIS AGE GROUP. IN THE OTHER AGE GROUPS THE BEHAVIORS INVOLVING 
HOT THINGS IN THE HOME ARE INCORPORATED INTO “FIRST-AID FOR BURNS” AND “STOP DROP (COVER) AND ROLL”. 

WHAT THE COMMITTEE WANTED TO STRESS HERE IS THE IDENTIFICATION OF THINGS THAT ARE HOT AND CAN HURT 
YOU. 

THESE THINGS SHOULD BE TAUGHT BY USE OF PICTURES OR BY TAKING THE CHILDREN THROUGH THE HOUSE 
POINTING THE HOT THINGS OUT. 

STRESS THAT THERE ARE PLACES IN AND AROUND THE HOUSE THAT RUNNING AND PLAYING CAN NOT BE DONE 
BECAUSE THE CHILD CAN GET HURT VERY BADLY. FOR EXAMPLE, THE KITCHEN, BATHROOM AND AROUND THINGS THAT 
ARE HOT. 

SOME PLACES WHERE THINGS CAN BE FOUND THAT ARE HOT ARE NEAR : OVENS, STOVES, WOOD STOVES, 
FIREPLACES, RADIATORS, GRILLS, MATCHES AND LIGHTERS, CANDLES OR ANY OPEN FLAME ,HOT WATER, TABLES OR 
COUNTERS WITH ANY HOT LIQUIDS SUCH AS COFFEE OR TEA. 



HELPFUL HINTS 
DONT SCARE THEM. 



; STRATEGIES ): 



DONT SHOW THEM PICTURES OF BURNS. 

DO BRING IN ITEMS TO IDENTIFY HOT AND COLD 
OBJECTS. 

DO USE COLD AND WARM WATER TO DEMONSTRATE THE 

DIFFERENCE BETWEEN HOT AND COLD ALWAYS TEACH 

THAT THE COLD WATER GETS TURNED ON FIRST AND THEN 
THE HOT WATER GETS MIXED WITH THE COLD.... THIS WILL 
KEEP THE CHILD FROM GETTING BURNED FROM STRAIGHT 
HOT TAP WATER- 



DEVELOPMENTAL INFORMATION: 



• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY AS A COMMUNICATION TOOL. 

• HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

•TIRES EASILY. 

• HAVE NO CONCEPT OF TIME AND SPACE. 

• ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

• ARE EASILY SCARED. 

• MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

• BENEFIT FROM POSITIVE REINFORCEMENT. 



TEACHER'S NOTES: 

OTHER BEHAVIORS IN THIS AGE GROUP THAT CAN BE TAUGHT WITH THIS ARE: 
345-001 MATCH AND LIGHTER SAFETY 
345-010 FIRST-AID FOR BURNS 



345-009 

BEHAVIOR REFER. # 



6/6/99 

LAST UPDATED 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING AND PRACTICING FIRST-AID 



FOR BURNS 



TARGET GROUP: 

AfiES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

BURNS 



GRADE 

PRE 

REFERENCE # 

34S-010 



V 

/ 

APPENDIX “A” CONTAINS THE 


: — ^ ^ d 

APPENDIX “B” CONTAINS THE APPENDIX “C” CONTAINS SOME 


f REFERENCE INFORMATION; 


| f GLOSSARY 1 [ SAMPLE LESSON PLANS ) 


r i -rr- a N 



WHEN TEACHING THIS AGE GROUP UNDERSTANDING AND PRACTICING FIRST-AID FOR BURNS IT MUST BE KEPT AS 
SIMPLE AS THESE FEW ITEMS BELOW: 

IF YOU HAVE AN ACCIDENT AND TOUCH SOMETHING HOT, YOU MAY GET BURNED. 

COOL WATER WILL MAKE A BURN FEEL BETTER. 

TELL A GROWN-UP WHENEVER YOU GET BURNED SO THEY CAN HELP YOU. 

TALK ABOUT HOT THINGS THAT COULD BURN YOU IF YOU TOUCH THEM. 

TALK ABOUT SUNBURNS AS BEING A MINOR BURN. 



HELPFUL HINTS ( STRATEGIES ): 

DONT SCARE THEM WHEN TALKING ABOUT BURNS. 

DONT SHOWTHEM PICTURES OF BURNS. 

DONT TALK ABOUT BURN TREATMENT. 

DONT TEACH COLD WATER OR ICE / ONLY COOL WATER. 
TALK ABOUT HOW BURNS CAN OCCUR / SCALD BURNS. 
SOME PREVENTION STRATEGIES: 

ALWAYS RUN THE COLD WATER FIRST THEN THE HOT 
DONT REACH FOR THINGS ON THE COUNTER OR STOVE 
DONT STICK ANY THING INTO AN ELECTRICAL OUTLET 
(PLUG) 



DEVELOPMENTAL INFORMATION: 



• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY AS A COMMUNICATION TOOL. 

• HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

• TIRES EASILY. 

• HAVE NO CONCEPT OF TIME AND SPACE. 

• ATTENTION SPAN MAY BE LESS THAN 1 0 MINS. 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

• ARE EASILY SCARED. 

• MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

• BENEFIT FROM POSITIVE REINFORCEMENT. 



TEACHER'S NOTES: 

REMEMBER THAT OTHER BEHAVIORS CLOSELY RELATED TO BURN AWARENESS AND BURN PREVENTION ARE ADDRESSED IN THIS 
AGE GROUP, SUCH AS: 

345-001 MATCH AND LIGHTER SAFETY 
345-002 STOP DROP & ROLL 
345-009 HOT THINGS IN THE HOME 



34S-010 

•HAVIOR REFER. # 



6/6/99 

LAST UPDATED 



26 



SUPPLEMENTARY 
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BEHAVIOR DESCRIPTION: 

IDENTIFYING EXIT SIGNS & KNOWING TWO 
WAYS OUT OF PUBLIC PLACES 



TARGET GROUP: 

ASES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

EXITS 



GRADE 

PRE 

REFERENCE # 

345-011 







APPENDIX “A” CONTAINS THE APPENDIX “B” CONTAINS THE 


\ 

APPENDIX “C” CONTAINS SOME 


| REFERENCE INFORMATION | { GLOSSARY ) ( 


SAMPLE LESSON PLANS ) 





LESSONS TO TEACH ( OBJECTIVES ): 

ALL PUBLIC PLACES MUST HAVE EXIT SIGNS AND THEY ARE USUALLY RED.THEY ARE LOCATED HIGH ON THE WALL 
AND DIRECT YOU TO AN EXIT. THESE SIGNS ARE USUALLY LIGHTED OR WILL GLOW IN THE DARK. THIS IS SO YOU CAN 
FIND THE DOOR EVEN WHEN THE ROOM IS DARK. 

WHEN YOU GO TO A PU\CE THAT YOU HAVE NEVER BEEN BEFORE, YOU SHOULD LOOK AROUND THE ROOM UP HIGH 
FOR THE EXIT SIGNS SO THAT YOU KNOW AT LEAST TWO WAYS OUT IF THERE IS AN EMERGENCY. 



HELPFUL HINTS ( STRATEGIES ): 
OPTIONAL: TAKE THE CU\SS ON A FIELD TRIP AROUND 
THE BUILDING AND SHOW THE CU\SS OR HAVE THEM 
SHOW YOU WHERE THE EXITS ARE. 

HAVE THEM COLOR AN EXIT SIGN. IF YOU NEED TO YOU 
CAN TRACE A SIGN IN YOUR BUILDING. 

BRING IN AN EXIT SIGN FOR SHOW AND TELL ABOUT IT. 



DEVELOPMENTAL INFORMATION: 



• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY AS A COMMUNICATION TOOL. 

• HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

•TIRES EASILY. 

• HAVE NO CONCEPT OF TIME AND SPACE. 

• ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

• ARE EASILY SCARED. 

• MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

• BENEFIT FROM POSITIVE REINFORCEMENT. 



J V. 



TEACHER'S NOTES: 



BEST COPY AVAILABLE 



UC 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING TRANSPORTATION SAFETY 



( BUS SAFETY ) 



TARGET GROUP: 

AGES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

TRANSPORTATION 



GRADE 

PRE 

REFERENCE # 

34S-012 



APPENDIX “A” CONTAINS THE 



APPENDIX “B” CONTAINS THE 



APPENDIX “C” CONTAINS SOME 



t REFERENCE INFORMATION! j GLOSSARY 1 



LESSONS TO TEACH ( OBJECTIVES ): 

BUS SAFETY : STAY SEATED ON THE BUS; NO HORSEPLAY ON THE BUS; LISTEN TO THE BUS DIVER AND FOLLOW 
DIRECTIONS. 

PEDESTRIAN: LOOK BOTH WAYS BEFORE CROSSING THE STREET; CROSS ONLY WITH A GROWN UP. 

BIKE: WEAR A HELMET WHEN RIDING YOUR BIKE. 

CAR: ALWAYS WEAR A SAFETY BELT WHEN RIDING IN THE CAR; DO NOT HANG OUT THE WINDOW WHEN THE CAR IS 
MOVING. 

PEDESTRIAN: DO NOT CROSS THE STREET WITHOUT A GROWNUP OR OLDER PERSON; LEARN WHAT THE LIGHTS 
ON TRAFFIC LIGHTS MEAN; LOOK BOTH WAYS BEFORE CROSSING THE STREET. 



HELPFUL HINTS ( STRATEGIES ): 

CHECK TO SEE IF THIS LESSON IS TAUGHT BY POLICE 
SAFETY OFFICER OR HEALTH EDUCATOR. 

STRESS PERSONAL SAFETY. FOR EXAMPLE: USE WRIST 
GUARDS WHEN SKATE BOARDING 



DEVELOPMENTAL INFORMATION: 



► NEEDS ATTENTION, AFFECTION AND PRAISE. 

* LIKES REPETITIVE ACTIVITY. 

► USES PLAY AS A COMMUNICATION TOOL. 

* HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

►TIRES EASILY. 

► HAVE NO CONCEPT OF TIME AND SPACE. 

►ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

► CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

► ARE EASILY SCARED. 

► MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

► BENEFIT FROM POSITIVE REINFORCEMENT. 



y 



TEACHER’S NOTES: 



345-012 



ERIC 



6/6/99 



HAVIOR REFER. # LAST UPDATED 
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SUPPLEMENTARY 

3 7 THIS behavior was considered 




HELPFUL HINTS ( STRATEGIES ): 
COMBINE WITH OTHER LESSON - 

- REPORTING FIRES 

- MATCHES AND LIGHTER SAFETY 

- STOP, DROP AND ROLL 

ASK KIDS WHO WOULD BE A GOOD PERSON TO TELL. 



•\ r 



DEVELOPMENTAL INFORMATION: 



► NEEDS ATTENTION, AFFECTION AND PRAISE. 

* LIKES REPETITIVE ACTIVITY. 

► USES PLAY AS A COMMUNICATION TOOL. 

► HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

►TIRES EASILY. 

► HAVE NO CONCEPT OF TIME AND SPACE. 

► ATTENTION SPAN MAY BE LESS THAN 1 0 MINS. 

► CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

► ARE EASILY SCARED. 

► MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 
POSiTiON YOURSELF AT THEiR LEVEL. 

► BENEFIT FROM POSITIVE REINFORCEMENT. 



y v 



f 


TEACHER'S NOTES: 




v_ 




J 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING AND PRACTICING POISON 
PREVENTION & TOBACCO 



TARGET GROUP: 

AGES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

POISON 



GRADE 

PRE 

REFERENCE # 

34S-014 



APPENDIX “A". CONTAINS THE APPENDIX “B” CONTAINS THE APPENDIX “C” CONTAINS SOME 

REFERENCE INFORMATION ) P GLOSSARY ) f SAMPLE LESSON PLANS 1 



LESSONS TO TEACH ( OBJECTIVES ): 

DO NOT PUT ANY THING IN YOUR MOUTH IF A GROWN-UP DIDN’T GIVE IT TO YOU TO EAT. 

DO NOT TASTE, TOUCH OR SMELL THINGS UNLESS A GROWN-UP HAS GIVEN YOU PERMISSION TO DO SO. 



HELPFUL HINTS (STRATEGIES): 

IT MIGHT BE BEST TO HAVE PARENTS TAKE THEIR 
CHILDREN AROUND THE HOUSE AND POINT OUT THINGS 
THAT COULD BE POISONS.. 

INVOLVE THE PARENTS BUT EDUCATE THEM FIRST WITH 
BROCHURES AND APPROPRIATE LITERATURE. 



DEVELOPMENTAL INFORMATION: 



* NEEDS ATTENTION, AFFECTION AND PRAISE. 

* LIKES REPETITIVE ACTIVITY. 

* USES PLAY AS A COMMUNICATION TOOL. 

* HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

* TIRES EASILY. 

* HAVE NO CONCEPT OF TIME AND SPACE. 

* ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

* CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

* ARE EASILY SCARED. 

* MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

» BENEFIT FROM POSITIVE REINFORCEMENT. 



y v 



TEACHER'S NOTES: 

THIS BEHAVIOR COULD BE TAUGHT WITH MATCH AND LIGHTER SAFETY AND / OR ESCAPE PLANS TO THIS TARGET GROUP 
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BEHAVIOR DESCRIPTION: 

CELEBRATING BIRTHDAYS SAFELY 



TARGET GROUP: 



SAFETY CATEGORY: 

BURNS 



GRADE 

PRE 

REFERENCE # 

34S-01S 





f — 


APPENDIX “A” CONTAINS THE APPENDIX “B” CONTAINS THE 


APPENDIX “C” CONTAINS SOME 


A 




Reference information | f glossary j 


( SAMPLE LESSON PLANS 


J, 


\ 

S . . _ irATlur . \ 



MATCHES AND LIGHTERS ARE GROWN-UP TOOLS, NOT TOYS. 

CHILDREN SHOULD BE INSTRUCTED NOT TO TOUCH MATCHES, LIGHTERS, OR CANDLES. 

SHARP KNIVES ARE GROWN-UP TOOLS ALSO AND SHOULD NEVER BE HANDLED BY SMALL CHILDREN. 

ONLY GROWN-UPS CAN LIGHT CANDLES. NEVER PLAY WITH THE FLAMES ON THE CANDLES AS THEY CAN BURN YOU 
AND CATCH YOUR CLOTHES ON FIRE. NEVER REACH OVER CANDLES. 



HELPFUL HINTS ( STRATEGIES ): 
SOMEWHERE IN THE ROOM. MAKE A NOTE OF WHO HAD 
MOST RECENT BIRTHDAY. 

TEACH THEM WITH THINGS THAT ARE HOT AND COLD. 



DEVELOPMENTAL INFORMATION: 



• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY AS A COMMUNICATION TOOL. 

• HAND-EYE CONTROL WILL BE VERY DIFFICULT. 

• TIRES EASILY. 

• HAVE NO CONCEPT OF TIME AND SPACE. 

• ATTENTION SPAN MAY BE LESS THAN 10 MINS. 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

• ARE EASILY SCARED. 

• MAY BE FRIGHTENED OF NEW GROWN-UPS; 

MAINTAIN EYE CONTACT 

POSITION YOURSELF AT THEIR LEVEL. 

• BENEFIT FROM POSITIVE REINFORCEMENT. 



J V 



TEACHER'S NOTES: 

THIS WOULD BE A GOOD OPPORTUNITY TO TEACH STOP, DROP AND ROLL 



BEST COPY AVAILABLE 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING AND PRACTICING WATER 

SAFETY 



TARGET GROUP: 

AGES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

OUTDOOR SAFETY 



GRADE 

PRE 

REFERENCE # 

34S-016 



APPENDIX “A” CONTAINS THE APPENDIX “B" CONTAIN S THE 

REFERENCE INFORMATION ) f~ GLOSSARY 



APPENDIX “C" CONTAINS SOME 



LESSONS TO TEACH ( OBJECTIVES ): 

SWIMMING SAFETY: ONLY GO NEAR WATER WITH AN ADULT. 

IF SOMEONE GETS IN TROUBLE, CALL 91 1 OR GET A GROWN UP RIGHT AWAY. 

BOATING SAFETY: ALWAYS STAY SEATED WHEN RIDING IN A BOAT AND ALWAYS WEAR A LIFE PRESERVER. 



HELPFUL HINTS ( STRATEGIES ): 

LIFE JACKETS SHOULD BE WORN AT THIS AGE. DO NOT 
CONFUSE LIFE JACKETS WITH BLOW UP FLOATING TOYS. 
LIFE JACKETS OR P.F.D.’S (PERSONAL FLOTATION 
DEVICES ) MUST BE OF THE CORRECT TYPE AND SIZE FOR 
THE PERSON WEARING IT. LOOK FOR THE PROPER 
APPROVAL FROM THE U.S. COAST GUARD. 

KNOW WHERE THE CLOSEST PLACE TO CALL 9 1 1 IS. 
THIS COULD BE IN A POOL HOUSE OR A LIFE GUARD STAND 
OR FROM SOMEONE NEARBY THAT HAS A CELLULAR 
PHONE. ON A BOAT IT COULD BE A MARINE RADIO OR 
CITIZENS BAND RADIO. 



MENTION SUN BURNS AND SUN BLOCK. 



r~ 



DEVELOPMENTAL INFORMATION: 

- EXTREMELY EGOCENTRIC ( CENTER OF ATTENTION ) 

• VOCABULARY IS RAPIDLY EXPANDING. 

> HAS GREAT DEAL OF ENERGY, EXPLOSIVE AT TIMES. 

• ENJOYS DETAILS AND MEMORIZATION. 

• DISLIKES BEING SINGLED OUT, EVEN FOR PRAISE. 

■ ATTENTION SPAN 15-25 MINS. 

■ SHORT VIDEOS MAY BE USED ( 8-10 MINS. ). 

• EYE-HAND COORDINATION IS IMPROVING. 

■ CAN BE VERY DRAMATIC, LIKES TO USE HANDS. 

• ARE INQUISITIVE, WILL ASK ENDLESS QUESTIONS. 

' POSSESSES A “ KNOW IT ALL “ ATTITUDE. 

■ REQUIRE VERY CONCRETE EXAMPLES. 

- TEND TOWARD BOSSINESS & DARING. 

■ MIXED GROUPS STILL POSSIBLE. 

■ SIMPLE STORIES WILL REINFORCE LESSONS. 

■ DELIGHTS IN ORGANIZED GAMES. 



v 



TEACHER'S NOTES: 

THIS BEHAVIOR CAN BE TAUGHT IN CONJUNCTION WITH SEVERE STORMS, BURNS, AND ICE SAFETY. 
DID YOU KNOW THAT A CHILD CAN DROWN IN ONE INCH OF WATER.??? 



V 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING AND PRACTICING ICE SAFETY 



TARGET GROUP: 

AGES 3-5 PRESCHOOL 



SAFETY CATEGORY: 

OUTDOOR SAFETY 



GRADE 

PRE 

REFERENCE# 

345-017 



r 

APPENDIX “A” CONTAINS THE 




APPENDIX “B” CONTAINS THE APPENDIX “C” CONTAINS SOME 




j f GLOSSARY J [ SAMPLE LESSON PLANS | 





ALWAYS HAVE AN ADULT WITH YOU WHEN YOU ARE NEAR ICE. 
WEAR LOTS OF WARM CLOTHING WHEN SKATING 
IF YOU SEE SOMEONE WHO NEEDS HELP, GET AN ADULT. 



HELPFUL HINTS ( STRATEGIES ): 

ANY TYPE OF WATER ON ICE IS DANGEROUS ( PUDDLES, 
OPEN WATER ) 

4” OR MORE NEEDED FOR SAFE ICE. 

STILL WATER ONLY. 

NEED CONTINUOUS COLD DAYS. 

INVOLVE PARENTS 

DON’T CALL 9-1-1 TO ASK IF THE ICE IS SAFE. 



DEVELOPMENTAL INFORMATION: 

• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY, ART, MEDIA AS COMMUNICATION TOOLS. 

• SMALL MUSCLE CONTROL STILL DEVELOPING. 

• HAND-EYE COORDINATION IS DIFFICULT. 

• TIRES EASILY; NEED HELP TO PACE THEMSELVES. 

• ENJOYS ACTIVE PLAY, DANCES, RHYTHMS. 

• CONSCIENCE IS GRADUALLY DEVELOPING. 

• ENJOYS DRAMATIC PLAY AND STORIES. 

• WANT TO SEE IMMEDIATE RESULTS. 

• HAVE LITTLE CONCEPT OF TIME & SPACE. 

• HAVE LIMITED ATTENTION SPAN ( 10-15 MIN. ) 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

• ARE EASILY SCARED; DON’T USE FRIGHTENING 
WORDS. 

• HAVE DIFFICULTY WITH NEW GROWN-UPS; MAINTAIN 
EYE CONTACT &POSITION YOURSELF AT THEIR LEVEL. 



TEACHER'S NOTES: 
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REFER. #: 
560-001 


ESSENTIAL 

ESSENTIAL 


TARGET: 


BEHAVIOR DESCRIPTION: 


AGES S-6 
KINDERGARTEN 


RECOGNIZE THE FIREFIGHTER AS A COMMUNITY 
HELPER 


560-002 


ESSENTIAL 


AGES 5-6 
KINDERGARTEN 


UNDERSTANDING ' WHAT IS FIRE ' 


560-003 


ESSENTIAL 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING AND PRACTICING MATCH & LIGHTER 
SAFETY ( FIRE TOOLS ) 


560-004 


ESSENTIAL 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING AND PRACTICING STOP, DROP AND 

ROLL 


560-005 


ESSENTIAL 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING 

SMOKE DETECTORS / ALARMS 


560-006 


ESSENTIAL 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING AND PRACTICING ESCAPE PLANS 


560-007 


ESSENTIAL 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING AND PRACTICING CRAWL LOW 
UNDER SMOKE 


S6 0-008 


ESSENTIAL 


AGES S-6 
KINDERGARTEN 


REPORTING FIRES AND OTHER EMERGENCIES 


S60-009 


ESSENTIAL 


AGES S-6 
KINDERGARTEN 


IDENTIFYING EXIT SIGNS 8r KNOWING TWO WAYS 
OUT OF PUBLIC PLACES 


S60-010 


ESSENTIAL 


AGES S-6 
KINDERGARTEN 


RESPONDING CORRECTLY TO FIRE & EMERGENCY 
DRILLS 


S60-011 


SUPPLEMENTARY 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING SAFETY WORDS 


S60-012 


ESSENTIAL 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING AND PRACTICING KITCHEN SAFETY 


S60-013 


SUPPLEMENTARY 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING AND PRACTICING ELECTRICAL 
SAFETY 


S60-014 


SUPPLEMENTARY 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING AND PRACTICING FIRST-AID FOR 
BURNS 


S60-01S 


SUPPLEMENTARY 


AGES S-6 


UNDERSTANDING TRANSPORTATION SAFETY 






KINDERGARTEN 


(BUS & SEAT BELT SAFETY) 


S60-016 


ESSENTIAL 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING AND PRACTICING POISON 
PREVENTION & TOBACCO 


S60-017 


SUPPLEMENTARY 


AGES S-6 
KINDERGARTEN 


CELEBRATING HALLOWEEN SAFELY 


S60-01S 


SUPPLEMENTARY 


AGES S-6 
KINDERGARTEN 


CELEBRATING WINTER HOLIDAYS SAFELY 



O 

ERIC 
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REFER, #: 


ESSENTIAL 


TARGET: 


BEHAVIOR DESCRIPTION: 


560-019 


SUPPLEMENTARY 


AGES 5-6 
KINDERGARTEN 


UNDERSTANDING SNOW RECREATION SAFETY 


560-020 


SUPPLEMENTARY 


AGES 5-6 
KINDERGARTEN 


CELEBRATING BIRTHDAYS SAFELY 


560-021 


SUPPLEMENTARY 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING DISABILITIES AND SAFETY 


560-022 


SUPPLEMENTARY 


AGES 5-6 
KINDERGARTEN 


UNDERSTANDING YOUR PERSONAL AND 
COMMUNITY ROLE IN SAFETY 


560-023 


SUPPLEMENTARY 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING AND PRACTICING ICE SAFETY 


560-024 


SUPPLEMENTARY 


AGES S-6 
KINDERGARTEN 


UNDERSTANDING AND PRACTICING WATER SAFETY 
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BEHAVIOR DESCRIPTION: 

THE FIREFIGHTER AS A COMMUNITY 



HELPER 



TARGET GROUP: 

AGES S-6 KINDERGARTEN 



SAFETY CATEGORY: 

COMMUNITY SERVICE 



GRADE 

KND 

REFERENCE# 

560-001 



APPENDIX “A" CONTAINS THE 



APPENDIX “B” CONTAINS THE 



APPENDIX “C" CONTAINS SOME 



REFERENCE INFORMATION! ( OLOSSARY } j SAMPLE LESSON PLANS 



LESSONS TO TEACH ( OBJECTIVES ): 

FIREFIGHTERS HELP PEOPLE - 
DON’T BE AFRAID OF THEM. 

FIREFIGHTERS WEAR SPECIAL CLOTHING AND EQUIPMENT THAT PROTECTS THEM FROM THE FIRE AND HELPS THEM TO 
FIND PEOPLE WHO NEED HELP. 

DON’T RUN OR HIDE FROM FIREFIGHTERS, GO RIGHT TO THEM SO THAT THEY CAN TAKE YOU AWAY FROM THE FIRE 
WITH MOM AND DAD. 

FIREFIGHTERS CARRY GOOD AIR IN A TANK ON THEIR BACKS. THE AIR MAKES A FUNNY NOISE WHEN TURNED ON 
WHICH IS THE FIREFIGHTERS BREATHING. 




HELPFUL HINTS ( STRATEGIES ): 

PUT GEAR ON IN FRONT OF CHILDREN -DO NOT WALK IN 
WITH GEAR AND S.C.B.A. ON. 

USE CLEAN / DECONTAMINATED GEAR. 



DEVELOPMENTAL INFORMATION: 

«> NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

° USES PLAY, ART, MEDIA AS COMMUNICATION TOOLS. 

• SMALL MUSCLE CONTROL STILL DEVELOPING. 

° HAND-EYE COORDINATION IS DIFFICULT. 

* TIRES EASILY; NEED HELPtO PACE THEMSELVES. 

• ENJOYS ACTIVE PLAY, DANCES, RHYTHMS, 
o CONSCIENCE IS GRADUALLY DEVELOPING. 

° ENJOYS DRAMATIC PLAY AND STORIES. 

° WANT TO SEE IMMEDIATE RESULTS. 

* HAVE LITTLE CONCEPT OF TIME & SPACE. 

° HAVE LIMITED ATTENTION SPAN ( 10-15 MIN. ) 

* CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 
« ARE EASILY SCARED; DON’T USE FRIGHTENING 
WORDS. 

« HAVE DIFFICULTY WITH NEW GROWN-UPS; MAINTAIN 
EYE CONTACT &POSITION YOURSELF AT THEIR LEVEL. 







TEACHER’S NOTES: 














BEST COPY AVAILABLE 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING SAFETY WORDS 



TARGET GROUP: 

AGES 5-6 KINDERGARTEN 



SAFETY CATEGORY: 

GENERAL FIRE SAFETY 



GRADE 

KND 

REFERENCE # 

560-011 



APPENDIX “A’’ CONTAINS THE APPENDIX “B” CONTAINS THE APPENDIX “C" CONTAINS SOME 

REFERENCE INFORMATION 1 C GLOSSARY 1 ( SAMPLE LESSON PLANS ! 
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LESSONS TO TEACH ( OBJECTIVES ): 

THESE CHILDREN SHOULD KNOW: KNOW WHAT A FIRE DRILL IS; AN EMERGENCY IS WHEN SOMEONE IS IN TROUBLE 
AND NEEDS HELP RIGHT AWAY; THAT THE WORD EXIT MEANS A WAY OUT OF THE HOUSE / BUILDING. 

SUGGESTED VOCABULARY WORDS: SMOKE, FIRE , HEAT, EMERGENCY EXIT, DETECTORS, DANGER,, CAUTION. 

USE VISUALS / BLACKBOARDS 



HELPFUL HINTS ( STRATEGIES ): 

DONT GET INTO SPECIFICS ABOUT HOW A SMOKE 
DETECTOR WORKS OR YOU WILL LOSE THEM 

EXIT SIGNS 

WORDS SHOULD BE DEFINED FIRST , THEN BUILD LESSON 
FROM THEM. THIS LESSON LENDS ITSELF FOR HOMEMADE 
TEACHING MATERIALS SUCH AS FELT BOARDS, POSTERS, 
PICTURES, ETC. 



DEVELOPMENTAL INFORMATION: 






• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY, ART, MEDIA AS COMMUNICATION TOOLS. 

• SMALL MUSCLE CONTROL STILL DEVELOPING. 

• HAND-EYE COORDINATION IS DIFFICULT. 

•TIRES EASILY; NEED HELP TO PACE THEMSELVES. 

• ENJOYS ACTIVE PLAY, DANCES, RHYTHMS. 
•CONSCIENCE IS GRADUALLY DEVELOPING. 

• ENJOYS DRAMATIC PLAY AND STORIES. 

•WANT TO SEE IMMEDIATE RESULTS. 

• HAVE LITTLE CONCEPT OF TIME & SPACE. 

• HAVE LIMITED ATTENTION SPAN ( 10-15 MIN. ) 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

• ARE EASILY SCARED; DONT USE FRIGHTENING 
WORDS. 

• HAVE DIFFICULTY WITH NEW GROWN-UPS; MAINTAIN 
EYE CONTACT &POSITION YOURSELF AT THEIR LEVEL. 



TEACHER’S NOTES: 



V 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING ' WHAT IS FIRE 



TARGET GROUP: 

ASSS 5-6 KINDERGARTEN 



SAFETY CATEGORY: 

GENERAL FIRE SAFETY 



GRADE 

KND 

REFERENCE# 

560-002 













APPENDIX “A” CONTAINS THE 


APPENDIX “B” CONTAINS THE 


\ 

APPENDIX “C” CONTAINS SOME 






] 1 GhOSSMT "1 I 













LESSONS TO TEACH ( OBJECTIVES ): 

CHILDREN NEED TO BE TAUGHT HOW NOT TO GET BURNED, AND HOW NOT TO BECOME INVOLVED IN AN 
UNCONTROLLED FIRE. CURIOSITY IS A MAJOR CONTRIBUTING FACTOR WITH MANY REPORTED FIRE INCIDENTS 
INVOLVING THIS AGE GROUP. 

SOMETIMES THEY ARE JUST MIMICKING AN ADULT THEY HAVE SEEN, BUT HAVE NO IDEA OF THE DANGERS 
ASSOCIATED WITH THIS ACTIVITY. WE CAN TEACH THEM THE DANGER. 

WHAT DO CHILDREN IN THIS AGE GROUP RECOGNIZE AND RELATE TO FIRE? ASK THEM, YOU MAY BE SURPRISED AT 
THE RESPONSE YOU RECEIVE. 

THEY HAVEN’T DEVELOPED A FULL SENSE OF DANGER OR SELF-PRESERVATION AT THIS TIME. 

WE MUST TEACH THEM TO RECOGNIZE AND AVOID EVERYDAY HAZARDS. 

WE NEED TO TEACH THEM THE WAYS NOT TO GET BURNED, NOT JUST HOW TO REACT IF THEY DO GET CAUGHT IN A FIRE 
EMERGENCY. 

TEACH THEM THAT THERE ARE GOOD FIRES AND BAD FIRES. 

HOW DOES EACH AFFECT THEM IN THEIR LIVES. 

GOOD EXAMPLES TO INCLUDE ARE CAMPFIRES, FIREPLACES AND BIRTHDAY CANDLES. 



HELPFUL HINTS ( STRATEGIES ): 
OVERHEADS, VISUALS AND PICTURES ARE A MUST AT THIS 
AGE LEVEL IF YOU ARE GOING TO BE SUCCESSFUL IN 
DELIVERY OF YOUR MESSAGE. 

DONT USE OPEN FLAME SUCH AS CANDLES OR MATCHES. 
THEY ARE FASCINATED BY FIRE AND WILL APPROACH THE 
FIRE WITHOUT REALIZING THE CONSEQUENCES. 

DONT USE TOYS THAT HAVE BEEN BURNED IN THIS 
SETTING, IT COULD REALLY WORK TO A DISADVANTAGE. 



DEVELOPMENTAL INFORMATION: 

• NEEDS ATTENTION, AFFECTION AND PRAISE, 
o LIKES REPETITIVE ACTIVITY. 

“ USES PLAY, ART, MEDIA AS COMMUNICATION TOOLS. 

° SMALL MUSCLE CONTROL STILL DEVELOPING. 

“ HAND-EYE COORDINATION IS DIFFICULT. 

“TIRES EASILY; NEED HELP TO PACE THEMSELVES. 

“ ENJOYS ACTIVE PLAY, DANCES, RHYTHMS. 

“ CONSCIENCE IS GRADUALLY DEVELOPING. 

“ ENJOYS DRAMATIC PLAY AND STORIES. 

“ WANT TO SEE IMMEDIATE RESULTS. 

“ HAVE LITTLE CONCEPT OF TIME & SPACE. 

“ HAVE LIMITED ATTENTION SPAN ( 10-15 MIN. ) 

= CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 
“ ARE EASILY SCARED; DONT USE FRIGHTENING 
WORDS. 

“ HAVE DIFFICULTY WITH NEW GROWN-UPS; MAINTAIN 
EYE CONTACT &POSITION YOURSELF AT THEIR LEVEL. 



TEACHER'S NOTES: 

IF CHILDREN UNDERSTAND WHAT A FIRE IS, IT MAY ELIMINATE THE CURIOSITY FACTOR THAT CAUSED FIRE 

AT THIS AGE IT IS LIKE A CIRCLE, TRYING TO FIND A PLACE TO START WHEN IT COMES TO FIRE. TO A YOUNG CHILD, FIRE IS 
SOMETHING HOT. YOU STAY AWAY FROM IT. HOT, THOUGH, IS A BURN, THE RESULT OF TOUCHING SOMETHING. A BURN IS FROM 
TOUCHING A FIRE OR SOMETHING HOT. MAKE SENSE? IT DOES TO THEM. 
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BEHAVIOR DESCRIPTION: 

UNDERSTANDING AND PRACTICING MATCH & 
LIGHTER SAFETY ( FIRE TOOLS ) 



TARGET GROUP: 

AGES 5-6 KINDERGARTEN 



SAFETY CATEGORY: 

BURNS 



GRADE 

KND 

REFERENCE # 

560-003 



APPENDIX “A” CONTAINS THE APPENDIX “B" CONTAINS THE APPENDIX “C" CONTAINS SOME 

REFERENCE INFORMATION | f" GLOSSARY | f SAMPLE LESSON PLANSJ 



LESSONS TO TEACH ( OBJECTIVES ): 

AT THE KINDERGARTEN LEVEL AS WITH THE PRESCHOOL LEVEL WHEN YOU TALK ABOUT MATCH AND LIGHTER 
SAFETY, THERE ARE ONLY A FEW LESSONS THAT NEED TO BE TAUGHT. 

THESE LESSONS ARE: 

1- IF YOU FIND MATCHES OR A LIGHTER NEVER TOUCH THEM 

( LEAVE THEM RIGHT WHERE YOU FIND THEM AND GO TELL A GROWN UP ) 

2- MATCHES AND LIGHTERS ARE TOOLS FOR GROWN UPS 

( GIVE EXAMPLES OF TOOLS THAT THEIR PARENTS MIGHT HAVE AROUND THE HOME ) 

3- WHAT IS HOT AND WHAT IS COLD 

( GIVE EXAMPLES OF THINGS THAT ARE HOT OR CAN GET HOT AND THINGS THAT ARE COLD ) 



HELPFUL HINTS ( STRATEGIES ): 

NOTE: THE LESSONS ARE BASICALLY UNCHANGED 
FROM THE PRESCHOOL LESSONS. IF YOU HAVE ALREADY 
TAUGHT THESE LESSONS TO THE SAME STUDENTS AS 
PRESCHOOLERS, USE THIS AS A REVIEW AND COVER 
OTHER BEHAVIORS. 

IMPORTANT: YOU SHOULD NOT TEACH “GIVE 
MATCHES AND LIGHTERS TO A GROWN UP” UNTIL FIRST 
AND SECOND GRADES. 

REMEMBER: DEVELOPMENTALLY THEIR ATTENTION 
SPAN MAY BE 10-15 MINUTES.TRY AND SHOW EXAMPLES 
NOT JUST DISCUSS EXAMPLES WHENEVER POSSIBLE. , 



DEVELOPMENTAL INFORMATION: 

• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY, ART, MEDIA AS COMMUNICATION TOOLS. 

• SMALL MUSCLE CONTROL STILL DEVELOPING. 

• HAND-EYE COORDINATION IS DIFFICULT. 

• TIRES EASILY; NEED HELP JO PACE THEMSELVES. 

• ENJOYS ACTIVE PLAY, DANCES, RHYTHMS. 

• CONSCIENCE IS GRADUALLY DEVELOPING. 

• ENJOYS DRAMATIC PLAY AND STORIES. 

•WANT TO SEE IMMEDIATE RESULTS. 

• HAVE LITTLE CONCEPT OF TIME & SPACE. 

• HAVE LIMITED ATTENTION SPAN (10-15 MIN. ) 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

• ARE EASILY SCARED; DON’T USE FRIGHTENING 
WORDS. 

• HAVE DIFFICULTY WITH NEW GROWN-UPS; MAINTAIN 
EYE CONTACT &POSITION YOURSELF AT THEIR LEVEL. 



TEACHER'S NOTES: 

YOU CAN COMBINE THIS BEHAVIOR WITH: 

560-022 UNDERSTANDING YOUR PERSONAL AND COMMUNITY ROLE IN FIRE SAFETY 
560-020 CELEBRATING BIRTHDAYS SAFELY 
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BEHAVIOR DESCRIPTION: 



UNDERSTANDING AND PRACTICING KITCHEN 

SAFETY 



TARGET GROUP: 

AGES 5-6 KINDERGARTEN 



SAFETY CATEGORY: 

COOKINS 



GRADE 

KNP 

REFERENCE # 

560-012 



APPENDIX "A" CONTAINS THE 

REFERENCE INFORMATION] 



APPENDIX “B” CONTAINS THE 



CLOSE ARY 



APPENDIX "C” CONTAINS SOME 

t SAMPLE LESSON PLANS! 



LESSONS TO TEACH ( OBJECTIVES ): 

STAY AWAY FROM STOVE WHEN FOOD IS COOKING. 

(CIRCLE OF SAFETY CONCEPT. KEEP YOURSELF 3 GIANT STEPS AWAY FROM THE STOVE WHEN FOOD IS COOKING.) 
CHILDREN SHOULD RECOGNIZE KITCHEN IS NOT A SAFE PLAY AREA. 

IDENTIFY OTHER SOURCES OF BURN INJURIES IN THE KITCHEN: 

. HOT TAP WATER 

. EATING FOOD THAT’S TOO HOT LIKE SOUP 
. POTS OF HOT LIQUID SPILLING 
. A GROWNUP’S CUP OF HOT COFFEE OR TEA 
. TOASTER, MICROWAVE 

USE A MICROWAVE OR TOASTER ONLY WITH A GROWNUP. 
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HELPFUL HINTS ( STRATEGIES ): 

HOT LIQUID SCALDS ARE THE LEADING CAUSE OF BURN 
INJURIES TO YOUNG CHILDREN. 

REINFORCE STOP, DROP AND ROLL. 
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r DEVELOPMENTAL INFORMATION: 

• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY, ART, MEDIA AS COMMUNICATION TOOLS. 

• SMALL MUSCLE CONTROL STILL DEVELOPING. 

• HAND-EYE COORDINATION IS DIFFICULT. 

• TIRES EASILY; NEED HELP JO PACE THEMSELVES. 

• ENJOYS ACTIVE PLAY, DANCES, RHYTHMS. 

• CONSCIENCE IS GRADUALLY DEVELOPING. 

• ENJOYS DRAMATIC PLAY AND STORIES. 

« WANT TO SEE IMMEDIATE RESULTS. 

• HAVE LITTLE CONCEPT OF TIME & SPACE. 

• HAVE LIMITED ATTENTION SPAN ( 10-15 MIN. ) 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 

• ARE EASILY SCARED; DON’T USE FRIGHTENING 
WORDS. 

• HAVE DIFFICULTY WITH NEW GROWN-UPS; MAINTAIN 
EYE CONTACT &POSITION YOURSELF AT THEIR LEVEL. 
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MASSACHUSETTS PUBLIC FIRE AND SAFETY EDUCATION 
CURRICULUM PLANNING GUIDEBOOK © 




BEHAVIOR DESCRIPTION: 

UNDERSTANDING AND PRACTICING ELECTRICAL 

SAFETY 



TARGET GROUP: 

AGES 5-6 KINDERGARTEN 



SAFETY CATEGORY: 

ELECTRICITY 



GRADE 

KND 

REFERENCE # 

560-013 



APPENDIX “A” CONTAINS THE APPENDIX “B” CONTAINS THE 

REraRENCE^WFORMMfofQ f~ 



APPENDIX "C" CONTAINS SOME 



LESSONS TO TEACH ( OBJECTIVES ): 

WHEN YOU TEACH ELECTRICAL SAFETY TO KINDERGARTNERS YOU SHOULD KEEP THE LESSONS FEW AND SIMPLE. 
START BY MAKING SURE THAT THE STUDENTS UNDERSTAND THE WORDS YOU ARE USING, FOR EXAMPLE, ELECTRIC 
OUTLETS OR RECEPTACLES OR SOCKETS. CHOOSE ONE OF THESE WORDS, SHOW THE STUDENTS WHAT YOU MEAN 
AND THEN DONT INTERCHANGE THE WORD DURING YOUR LESSON. 

DON’T PLAY WITH ELECTRIC OUTLETS OR APPLIANCES OR STICK ANYTHING IN AN OUTLET. PLUGGING THINGS IN 
SHOULD BE DONE ONLY BY GROWN-UPS. 

DONT TOUCH ELECTRIC CORDS. DONT PUT ELECTRICAL CORDS IN YOUR MOUTH OR LET YOUR BROTHERS / 
SISTERS PUT CORDS IN THEIR MOUTHS. 

LIGHT BULBS GET VERY HOT WHEN THEY ARE ON AND CAN HURT YOU VERY BADLY SO BE CAREFUL. 



HELPFUL HINTS ( STRATEGIES ): 
ELECTRIC CORDS (PREFERRED TERM) 
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DEVELOPMENTAL INFORMATION: 

• NEEDS ATTENTION, AFFECTION AND PRAISE. 

• LIKES REPETITIVE ACTIVITY. 

• USES PLAY, ART, MEDIA AS COMMUNICATION TOOLS. 

• SMALL MUSCLE CONTROL STILL DEVELOPING. 

• HAND-EYE COORDINATION IS DIFFICULT. 

• TIRES EASILY; NEED HELP TO PACE THEMSELVES. 

• ENJOYS ACTIVE PLAY, DANCES, RHYTHMS. 

• CONSCIENCE IS GRADUALLY DEVELOPING. 

• ENJOYS DRAMATIC PLAY AND STORIES. 

•WANT TO SEE IMMEDIATE RESULTS. 

• HAVE LITTLE CONCEPT OF TIME & SPACE. 

• HAVE LIMITED ATTENTION SPAN (10-15 MIN. ) 

• CAN DEAL WITH ONLY ONE OR TWO BASIC CONCEPTS. 
•ARE EASILY SCARED; DONT USE FRIGHTENING 
WORDS. 

• HAVE DIFFICULTY WITH NEW GROWN-UPS; MAINTAIN 
EYE CONTACT &POSITION YOURSELF AT THEIR LEVEL. 
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